Nestle HH. 
Architect: 


information Digest 


Se 


FREE EXPRESSION Aluminium gives new freedom to the architect at a time 
when opportunity for experiment is greater than ever before — structural 
aluminium, aluminium cladding, decorative aluminium, aluminium in a vast 
range of special shapes and sections where strength and corrosion resistance 
are most advantageously combined with lightness. 

IMPALCO supplies, through the iC! sales organisation, all the types and sizes 
of rolled, drawn, extruded and preformed aluminium products most in 
demand by the architects of today. 
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finish . 
choice of sizes 
and colours, 


Architects 


need look 


no further than 


Bilston, the 


Bath Specialists 
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CLEAN AS A WHISTLE 


When you start with smooth bore 

copper, you're half way to success in 

waste traps and preformed plumbing. \/ 

Add Econa experience throughout the / 
world on municipal and private con- 

tracts, plus a pinch of inspiration and 
you've got the recipe for trouble-free 
service that has made Econa top in the 
field. For waste traps and preformed 
plumbing that you can install and 
forget — 


PLEASE CONSULT 


ECONA MODERN PRODUCTS LTD, AQUA WORKS, HIGHLANDS ROAD, SOLIHULL, WARKS. Tel: SOLihull 4981 
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Problem: 


Solution: Ventilation 


LEYLAND MOTORS LIMITED 
| LEYLAND LANCASHIRE 


The Architects, Messrs. Harry S. Fairhurst & Son, 
F/A.R.1.B.A., who designed this factory for Leyland 
Moters Ltd., installed Colt Ventilators throughout for 
three reasons: 


1. They had confidence in Colt Ventilation from past 
experience. 


. They liked the low silhouette which would not 
impair the appearance of the building. 

3. The installation weighed 72 tons LESS than any 

other ventilation equipment available, thereby 

showing considerable saving in structural costs. 


In providing a permanent solution to this ventilation 
problem Colt have added yet another chapter to their 
record of success—success which has brought repeat 
orders from many world-famous concerns. Send for a 
free Data Manual to Dept. 36. 


COLT VENTILATION LIMITED SURBITON SURREY TELEPHONE: ELMBRIDGE 0161 
VISIT OUR STAND D.46 AT THE FACTORY EQUIPMENT EXHIBITION 
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FIRE 
RESISTING 
DOORS 


armoured or 
composite, 
sliding or 
folding, 


automatic or 


non-automatic 


THIS COMPOSITE FIRE RESISTING 
DOOR IS DESIGNED TO MEET 
THE SEVEREST TESTS OF THE 
FIRE OFFICES’ COMMITTEE. 


PARK WORKS, MANCHESTER, 10 


Telephone: COLlyhurst 2321. 
Telegrams: Sprinkler, Manchester. 
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SHOP INTERIORS 


WELDTEX 


a new three- 
dimensional plywood 


BEAUTIFUL indeed cre walls of Weldtex, Seaboard's newest plywood. 
The random-width vertical grooves softly diffuse the light 
and break up the wall surface in a pattern of delicately 


pencilled shadow-lines. Joints between panels are absolutely 
invisible. In restaurants, clubs, offices and shops it forms a friendly 
relaxing background. Bonded with water-proof glue, 


Weldtex is also a splendid exterior wall finish, impervious to 


sun, rain and snow. if your usual supplier does not stock Weldtex he EXTERIOR 
can order it for you. Standard panels 8 x 4 feet, ¥% inch thick. 


SEA BOARD 


/ PLYWOOD 


Seaboord Lumber Soles Co. Limited, Seaboard House, Vencouver 1, Canedo 


N. R. M. Morison, Esq., 
1-3 Regent Street, 
London S.W. 1 


Please send me free Weldtex folder (L1). 


(Please print plainly) 


59-16-14. 


OFFICES 
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Guesswork 


at West Drayton. Control of noise is an exact Science 
these days — we know because we practise it. Few 
Architectural or Industrial noise problems now exist for 
which an acoustically correct solution cannot be found. 
We know because we find them and what is more, we 
warrant the results. Yet how many of our otherwise 
enlightened Architects or Industrialists know this simple 
truth, or realise just how much modern Acoustic Engineering 
can in fact achieve? Do you? If you are saddled with a 
noise problem and we of Sound Control Limited, Colneside 
Works, West Drayton, Middx., are sitting on the answer, 


why read further? Just ring West Drayton 3685. 
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Buildings go Up... 


Faster...smoother...cheaper. Of course, there are 
other considerations to successful building; 

but we claim to offer you the advantages of at 
least these three essential roofing qualifications. 
Wealsoclaim to be able to apply them to varied needs. 
Atlas Roof Sheeting is available in different 

sizes for use according to pitches of purlin centres. 
Whereas Major Six Corrugated Sheeting is suitable 
for 4’ 6” purlin spacing, Atlas Major Span, Corrugated 
Asbestos-Cement sheet —as illustrated, is designed 

to span 6’ 6” centres. The units are specially tapered 

to provide a close fitting standard end lap of 6”, 

for roof pitch of 15° and over, but for lower pitches, 

the end lap should be extended 12’. Detailed literature, 
including fixing instructions, is available. 
Faster...smoother...cheaper...of course there are 
other considerations in successful building 

but these three, when roofing problems arise, at least 
set the pattern of economical estimating. 


ARTILLERY HOUSE - ARTILLERY ROW - LONDON S.W.1 


Telephone: 3081. Telegrams: ‘‘ATLASTONCO, SOWEST”’ 

Asbestos? Works at:— MELDRETH, NR. ROYSTON, HERTS. 
Also at: —GREENHITHE, STROOD, CAMBRIDGE, SHORNE, RYE (Sussez) 
COMPANY LIMITED & GT. YARMOUTH. 


| 
2 


Attuned 


Responsibility 


Having chosen a style, every fixture must 
conform. Kaye Locks and door furniture 
provide the right combination of 
modern elegance and traditional 
reliability for the headquarters 
of the R.1.B.A.—as well as 
for many other 
famous buildings. 


FOR EVERY APPLICATION 


e Hotel Locks 

@ Mortice Locks 

e Sliding Door Locks 

e Emergency Door Fittings 
e Padlocks 

® Latches 

e Rim Locks 

@ Cupboard Locks 

® Stabilisers 

® Drawer and Desk Locks 


TECHNICAL PERFECTION 


e 4 Lever Locks 

e 750 Differs off Levers 

e Differs from Levers and 
Wards are almost unlimited 

e Followers are of hard 
resistant Brass 

e Forends are of hard 
resistant Brass 

® Phosphor Bronze Springs 
to Levers 

@ The ‘K’ design, four 
lever Lock is for 
greater security 

@ The Locks can be made in 
suites with Sub-master 
and Master Keys 


Photograph by courtesy 
of the R.I.B.A, Architects: 
Messrs. Playne & Lacey. 


Illustrated literature is available on request 
Joseph Kaye & Sons 


Leck Works, Leeds 10. Telephone: 20887 
London Office: 1-5 New Bond Street, London, W.1. Tel.: HYDe Park 2956 
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‘ANEMONE?’ sink and double drainer made from 
Perspex" acrylic sheet by English Rose Kitchens 
Ltd., Warwick. shire. 


SCREEN made from Opal corrugated ‘Perspex’ 
between a showroom and offices at Williams Motor 


Co. (Manchester) Ltd., Trafford Street, Manchester 3. Babcock & Wilcox. 


MORE AND MORE architects are specifying ‘Perspex’ for 
purely functional, or merely decorative, applications in 
buildings of all types, as they appreciate its unusually wide 
range of valuable properties. 

‘Perspex’ acrylic sheet is available in a very wide range of 
thicknesses in transparent, translucent and opaque colours. 
Clear and opal] sheet are also available. It is robust, durable 
and light in weight. ‘Perspex’ is a stable material and has 
excellent ageing characteristics in the corrosive atmospheres 
of industrial areas and under all weather conditions. Clear 
*“Perspex’ sheet has a high light transmission factor. 
Because it is an attractive material capable of being heat 
shaped by several simple techniques ‘Perspex’ appeals to 
designers and architects. It is not surprising that such good 


* CRELENE’ bath made from ‘ Perspex’ acrylic sheet 
by Troman Bros. Ltd., Shirley, Solihull, Warwick- 


MAZDA diffuser lighting fittings made from 
‘Perspex’ by A.E.J. Lamp & Lighting Co., Ltd.. at 


FACIA SIGN made from ‘Perspex’ for A. & J. Motors 
by B.R. Plastics Ltd., and installed by Knight 
Electrics (Neon) Ltd., Alsen Road, London, N.7, in 
collaboration with H. H. Morris (Stratford) Ltd. 
ROOFLIGHTS made from ‘Perspex’ to fit Redland 
tiles made by Redland Tiles Limited, Castlefield 
Road, Reigate. 


(and good-looking) use is being made of ‘ Perspex’ as in the 
six applications illustrated above. Many more, interesting 
and important, applications may yet be designed. 

If you want more information about ‘Perspex’ write to 
the nearest I.C.I. Sales Office. 

‘Perspex’ is backed by I.C.I.’s research and technical 
service — the finest of its kind in Britain. If you would like to 
know more about this important material; how you might use 
or specify it — please get in touch with I.C.I. They will be 
glad to help. 


is the registered 
trade mark for the acrylic sheet 
manufactured by 1.C.1. 


*‘PERSPEX’ 


IMPERIAL CHEMICAL INDUSTRIES LIMITED - LONDON: S.W.1 
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BUILT UP ROOFING SYSTEM 


* Permanent waterprocfing for large or small roofs * Applied cold 
without preliminary treatment * Used and proved for over 25 years 
* Foreman demonstrators are available to assist your contractors 
labour, or, if you prefer, our contracts department can undertake 
the work for you and provide free maintenance. 


A PRODUCT OF Byo} SJ OF STAFFORD 


ROOF WATERPROOFING - CONCRETE AODMIXTURES AND HARDENERS . PROTECTIVE PAINTS AND 
BITUMINOUS COATINGS - GAP AND JOINT SEALING MASTICS AND GUNS - INDUSTRIAL ADHESIVES 


Are YOU using the EVODE PERSONAL SERVICE TO DESIGNERS? Write or phone our London Office for details. 


* SEND FOR LITERATURE EVODE LTD., (BUILDING CHEMICALS DIVISION) STAFFORD. Phone: 224! (5 lines) 
London Office: 82 VICTORIA STREET, S.W.!. Telephone: ABBey 4622 (3 lines) 
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Pyrestos is unique 


THE ONLY 
WOOD FIBRE 


INSULATION 
BOARD 


> 


THROUGHOUT 
ITS 


THICKNESS. 


PERMANENT FIRE 
PROTECTION PLUS 
INSULATION. 


The triple action of 
PYRESTOS-FLAME-s 
PROOF, HIGH THERMAL 
and ACOUSTIC VALUE- 
makes the ideal board for 
ceilings and wall cladding, 
partitions, etc.—where 
thermal and sound 


Factory under erection, Colnbrook, insulation must combine 

Contractors: Breezecraft Ltd. of Staines. with safeguard against fire 
risk. Decay and termite 
proof. 


NOW AVAILABLE 
with a high grade light 
reflecting surface= 
PYRESTOS WHITE. 

Thickness: 9/16" 11/16" and 
13/16" up to 12’ x 4’ 

Immediately available from 


stockists throughout the 
country. 


Complies fully with the 
requirements of the 
THERMAL INSULATION 
(industrial Buildings) Act, 


Meeanee & Hyderabad Barracks, Colchester. 1957. 
Main Contractors: Farrans Ltd., Upper Brook Street, Further details, samples and prices. 
Colchester. etc. available on request. 


Leyborne Wharf, Horton Bridge Road, West Drayton, Middlesex. 
Telephone: (WE 3) 4021 (7 lines) 
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makes it possible 


You want light — as much 
as you can get — but with- 
out glare or shadow... you 
need thermal insulation to 
keep expensive Winter heat 
in and stifling Summer 
heat out...and you must 
keep construction costs 
down — right down! 

Can the modern roof- 
designer reconcile these 


opposing factors? 


Yes — with ‘ PLYGLASS’ 
Diffusing Double-glazing 
Units! 

*PLYGLASS’ Diffusing 
Double-Glazing Units — 
consisting of clear glass 
sheets with a glass gauze 
interlayer — cut Winter 
heat loss and Summer heat 
gain. They eliminate both 
glare and shadow, and 
provide double glazing 
insulation in a single set 
of glazing bars. 


terior and Exterior Views at Ilford Films Ltd., Chief Architect Planner 
Basildon Development Corporation A. B. Davies A.R.I.B.A., A.A. Dipl. 


PLYGLASS 


DIFFUSING 


DOUBLE-GLAZING UNITS 


For further information write to: 


PLYGLASS LIMITED 
EDINBURGH WAY HARLOW ESSEX 


Telephone: 24271 ables: PLYLUX HARLOW 
‘PLYGLASS’ is the regiatered trade name of Plyglass Limited. 
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Another 
winner 

Crane! 


THE NEAT LITTLE OIL-BURNING 
CRANE #e@t7#e FOR THE SMALLER HOUSE 


The new Crane Petite oil-burning boiler is just what the owner of the small-to- RATINGS 


medium size house has been looking for to give clean, efficient, labour-saving, and Btu. Cutpet Okensubiatind 
economical hot water service. The Crane Petite offers |_| Constant hot water for sink, per hour pints per hour 
bath and basin in the small or medium house or bungalow with a storage cylinder 

of 30/35 gallons. With a 30 gallon cylinder it will serve also a small radiator and High A uel Maxi- Mini- 
towel airer. |_| Adjustable thermostatic control. [| Dial thermometer supplied for Fame 
clipping to the flow pipe. |_| No stoking, no dirt, no fumes, no smell, no electrical 

connections. [_| In white or cream enamelled finish. 12,000 | 2,000 ? $ 
Price £45 (Bower-barfted firepot £3. 1. 6 extra. Glass-lined £3.5.0.) 


Write for fully detailed leaflet to Crane Ltd, 15-16 Red Lion Court, Fleet Street, London E.C.4 Works: Ipswich 
Branches: Birmingham. Brentford, Bristol, Glasgow. Leeds, London. Manchester 
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— and new ranges of 
Crittall aluminium windows, designed to match the most forward- 
looking architectural concepts and to meet the toughest practical 
demands. 

Thorough research, advanced design and manufacturing techniques, 
a new factory specialising in aluminium windows and equipped with 
the most up-to-date anodizing plant—these, allied to Crittall’s long 
experience, help to make tomorrow’s buildings better to live in and 
work in, less costly to maintain. 

UNIVERSITY OF EXETER ARTS BUILDING, fitted with Crittall aluminium 
double hung sash. Architects: Sir William Holford and Partners. 
Contractors: John Garrett & Sons Ltd. 
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AA 
WINDOWS 


he 
CRITTALL 


Write for leafiets 
THE CRITTALL MANUFACTURING CO. LTD 
BRAINTREE * ESSEX + Branches and 
depots throughout the country 
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There’s a world of difference... 


Both have been edged, both finely drawn and supple, but, in performance, the expect 
will appreciate the invisible craftsmanship of the genuine article. 

SECOMASTIC joint sealant has, for many years, been chosen by architects in more 
than forty countries throughout the world. In many cases, SECOMASTIC has been 
specified in preference to the locally produced, cheaper mastics, because SECOMASTIC 
has been established, by actual use extending over many years, as a completely reliable 
product, with a life and performance which put it in a separate class to any similar 
product. 

Architects are invited to send for our publication, “The Use of Mastics in Building”, 
which embodies a code of good practice relative to the use of mastic sealants. 


Building Department, SECOMASTIC LTD., Bracknell, Berkshire. Tel: Bracknell 910 (10 lines) Telex 25420 
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SOME EXAMPLES OF 
FINE TIMBER BUILDINGS 


Ppa 


us Club House 80’ x 40’. 


Temporary Shops. Photograph by courtesy of the City Architect, City of Exeter. 


; Temporary Services Block 150’ x 30’ for Salisbury Cattle Market. 
Full details of these buildings, and all Photograph by courtesy of The City Engineer, City of New Sarum. 


Thorns Building Systems are shown in 
their New Contanes which is unique, in PRE- FABRICATED BY 


that it gives at a glance, sizes, prices, plans 


and specifications. It is available, free, to 
to_bona fide enquirers. 


J]. THORN & SONS LTD. (Dept. !!13), BRAMPTON ROAD, BEXLEYHEATH, KENT 
Telephone No: Bexleyheeth 002! (10 lines). Established 1896 
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AN ACCOFLEX 
FLOOR FOR HARD- 
TREADING FEET 


er? 


4ccoflex floor tiles were used throughout the Watford Police Station, North Orbital Road, Watford, Herts. 
ARCHITECT: WILLIAM CRABIREF, F.R.1.B.4., in association with the HERTFORDSHIRE COUNTY ARCHITECT: MR. G. C. FARDELL, M.B.F., A.R.1.B.A. 


Policemen’s feet may not be as heavy as tradition says, but this Accoflex floor has to stand more 
than the average amount of coming and going. Accoflex tiles offered just what was needed — 
excellent resistance to hard wear, dirt and grease of all kinds together with ease of maintenance. 
These qualities combined with a wide variety of colours to fit any decorative scheme make 


Accoflex the answer to flooring problems in public buildings. Please write for further details. 


‘Armstrong 


*BRITISH REGISTERED TRADE MARK, ARMSTRONG CORK COMPANY LTD., REGISTERED USERS 
ARMSTRONG CORK COMPANY LTD., FLOORING DEPT., BUSH HOUSE, ALDWYCH, LONDON, W.C.2. TEL. COVENT GARDEN 1101 
Manufacturers of Accoflex, Accotile, Cork Tile, Linotile, Rubber Tile Linoleum, and Vinyl floorings. 
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FROM THE WORLD'S LARGEST PRODUCER, ALCOA, THROUGH THE WORLD- 
WIDE FACILITIES OF ALCOA INTERNATIONAL... ALUMINIUM FOR POR- 


CELAIN ENAMELING produced in special alloys to provide the best of all known metallic 
bases for porcelain enamel by simplifying surface preparation and improving adherence of the 
coating. Available with mill finish in coiled or flat sheet, either plain or patterned, and extruded 
shapes, permitting you to meet all needs for aluminium porcelain enameling from one dependable 


source. Write Department 2093- J... 
ALCOA INTERNATIONAL, INC., 230 PARK AVENUE, NEW YORK 17, N.Y., U.S.A. 


Subsidiary of Aluminum Company of America 


ALCOA 
INTERNATIONAL 
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THERE ARE 


Joseph Freeman 
Sons & Co. Ltd. 
Cementone Works 
Wandsworth 
London S.W.18 
VANdyke 2432 


| 
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DIFFERENT CEMENTONE PRODUCTS 


Cementone No. 7 is a Permanent Colour additive for cement and is 
supplied in eleven standard shades. These shades are intermixable 
and it is, therefore, possible to obtain an infinite variety of colours. 
The use of Cementone No. 1 adds new scope and dimension to 
concrete flooring, rendering, pointing and precast work. 


Cementone No. 1 
Cementone No. 2 
Cementone No. 3 
Cementone No. 5 
Cementone No. 6 
Cementone No. 7 
Cementone No. 8 
Cementone No. 9 
Cementone No. 10 


Permanent 
Colours 
for 
Cement 


Li Wy 


Permanent Colours for Cement 
Waterproofing Powder 
Transparent Waterproofer 
Concrete Floor Binder 

Waterproof Flat Finish 

Flat and Gloss Finishes 

Concrete Hardener 

Waterproof Stoneface Composition 
Surface Tinter 
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@ FLEXIBLE, UNBREAKABLE, 
WOVEN GLASS 


@ FRESH, SPARKLING COLOURS 
@ PERMANENT. Cannot deteriorate 
@ EASY TO CLEAN 

@ EASY TO WORK AND FIX 

@ IMMENSE POTENTIALITIES 


@ A NEW HORIZON IN DECOR 


Suitable for a multitude of uses, e.g. false 
ceilings, partitions, staircase enclosures, 
nurseries, shower stalls, kitchen cabinets, 
(R) bars, furniture, screens, signs, lighting, shop 
e ce : fittings, counters, door panels, balconies, 
awnings, etc. 


TEXTIGLASS is a remarkable new material with great architectural 
and decorative potentialities, particularly in modern décor. 

It is made of woven glass and polyester resins and incorporates 
within itself delightful plain colours or gay, sparkling, colourful : So 
designs. 
Textiglass panels are either flat, corrugated or bonded to block- ‘ a 
board. They are translucent, unharmed by water, sunlight, dust, 

stains, etc., can be cleaned by the touch of a rag and are practically \ 

unbreakable. ( 
They are ideal for use wherever colour and light are required and ‘ 
they can be cut, bent, drilled, screwed or nailed. 


Literature and samples on request to : 4\' \ 


DISTRIBUTORS IN THE U.K. 


BAXENDALE & CO. LIVERPOOL EDINBURGH 

LTo. 4 18 Pembroke Place, Grassmarket and <= 
MANCHESTER Royal 6321. King's Stables Road 
40 Miller Street, Fountainbridge 6303 
BLA. 8282 = 
LANCASTER LEEDS BLACKPOOL 
(F. B. Norris & Co. Ltd.) Queen Street, 22 Caunce Street, 
38 Cable Street, Leeds 20291. Biackpoo! 20813 


i: Lancaster 3182 EQUIPMENT FOR MODERN SHOPS, HOTELS AND HOMES 


4 
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Now this 


is an underlining 


I can use 


Black Sheathing Felt handles 
pleasantly, lays easily . . . that’s 
why experienced asphalters thank 
you for specifying it by name. 
This is the ideal underlining for 
hot asphalte and the perfect 
keying medium; it resists crack- 
ing and creeping; gives complete 
isolation from the substructure; 
doesn’t wrinkle, shrink or absorb 
moisture. All asphalters get the 
best and the most lasting results 
when you... 


specify 
Asphalte laid on 


Black Sheathing 
Felt for your job 


Manufactured by 
John Erskine Ltd., Belfast 
John Rogers Ltd., Belfast 


D. Anderson & Son Ltd., 
Manchester 


Engert & Rolfe Ltd., London 


Robt. McCalmont & Sons Ltd., 
Belfast 


F. McNeil & Co. Ltd., London 
Permanite Ltd., London 


Make sure the “ 
BLACK SHEATHING FELT 


“ACK SHEaTHING 


se Specify and use it as the underlay for Mastic Asphalte 
Roofs and Floors. 
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COAL 


and the future 
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Readily available supplies of 


British solid fuels provide the 


most economical smoke-free 


heating when used in 


COAL, ANTHRACITE AND COKE STOKERS 


REPRESENTATIVES : 
SOUTH - WEST. 


NORTH - EAST. 


NORTH - WEST. 


WEST MIDLANDS. 
EAST MIDLANDS. 


LONDON. 


JOSHUA 


B. Peace, 54 Benomiley Crescent, 
Almondbury, Huddersfield 
(Telephone: Huddersfield 2035) 
G. P. Hoult, 295 Chester Road, 
Manchester 15 

(Telephone: BLAckfriars 9206) 
Head Office, Wolverhampton 


W. T. Rimer, 40 Medina 
Drive, Tollerton, Notts. 


(Telephone: Plumtree 2039) 
H. C. Williams, 75 Ebury Street, 

London, S.W.1 
(Telephone: SLOane 6185/6) 


BIGWOOD AND 


Head Office: WEDNESFIELD ROAD: WOLVERHAMPTON 


SOUTH WALES. 


SCOTLAND. 


IRELAND. 


H. L. Boorne, ‘The Ridge,’ 
North Road, Bath 
(Telephone: Bath 2545) 


H. Seager, 55 Kimberley Road, 
Penylan, Cardiff 
(Telephone: Cardiff 46646) 


I. E. Stewart, 29 Crarae Avenue, 
Westerton, Bearsden, 

nr. Glasgow 

(Telephone: Bearsden 0942) 


P. J. Casey, 38 The Rise, Mount 
Merrion, County Dublin 
(Telephone: Dublin 882587) 


LIMITED 


* Tel: 24771 
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By courtesy of The English Electric Co. Lid. 


U st re UX glazed cement wall finish — chosen because a bright, 


easily cleaned, virtually maintenance-free surface was 


: required —gives this corridor a permanent, handsome 
: : finish. Apart from the slight texturing of its over- 
| . sprayed colours, Lustrelux is completely smooth and 
7 is available in any colour or combination of colours. 


OF LEICESTER 


Full information from: 


JOHN ELLIS & SONS LIMITED 
Head Office: 21 New Walk, Leicester. Telephone Leicester 56682 
London Office: 29 Dorset Square, NW1. Tel AMBassador 1141/1142 
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“CLEAR FACE CLOCKS” 


IBM INTERNATIONAL 
MODEL 28 


recently added to the large range of 
IBM International Electric Secondary Clocks - 
“the clocks with the clearest time indication” 


Time indication can always be relied upon as Clocks are operated by the 
INTERNATIONAL SUPERELECTRIC MASTER CLOCK TIME SYSTEM, with r 
AUTOMATIC SUPERVISION that verifies the receipt of 60 minute impulses { 
every hour by all time units on the circuit — 

ALWAYS ensuring uniform and accurate time 


Details of all IBM International Secondary Clocks will be sent Free on request ref. J. 708-4 
IBM UNITED KINGDOM LIMITED 


International Time Recording Division 
8 Berkeley Square, London, W.!. Tel.: Mayfair 2004 


TIME EQUIPMENT 


ELECTRIC TYPEWRITERS DATA PROCESSING TIME SYSTEMS 


Also for Interiors 


Stic B Products include :— 

STONE COVERING Decorates and completely 

protects new or old concrete, cement and brick- 

work—exterior or interior. 

SEMI-STONE COVERING A lighter stone 

covering for similar applications. 

PLASTIC PAINT A high quality plastic paint 

for interiors which can be applied successfully to 

any building material. 

PRIMER For use on untreated surfaces. 

of easily created surface effects, instructions STIC B FLAT PAINT A beautiful matt finish. 
tad TRANSPARENT DAMP-PROOFER A colour- 

for use, etc.—please see the Stic B less liquid —the only thinner for use with all 

Information Brochure. STIC B products. 


Send, this Booklet 99 WANDSWORTH RD., VAUXHALL, LONDON S.W.8 
Telephone: RELiance 5566/2178 


For results of official government tests 
on Stic B protective products, plus full details 
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Lowest running costs. The big news in central 
heating these days is the amazing cheapness 
of the solid fuel systems. For example, the 
average weekly running cost for a two- or 
three-radiator system can be as little as 9/9d! 
Just compare that with oil, gas and electricity 
—-see chart on right. 


Lower installation costs. Compared with oil, 
solid fuel systems are much cheaper to buy 
and install. The new solid fuel boilers are 
really streamlined and require very little 
attention. They are thermostatically con- 
trolled and finished in gleaming vitreous 
enamel in a range of modern colours, 


N.C.B. Housewarming Plan—offers a personal 
loan to cover the cost of a central heating 
installation. Low interest—five years to pay— 
tax relief. 


Lowest maintenance costs. Solid fuel systems 
cost practically nothing to maintain. But with 
other fuels, skilled maintenance is necessary 
and this can cost from £5 to £15 per year— 
another 2/- to 6/- a week on the running cost. 


Compare the costs. These are typical weekly 
costs, averaged over the year, for centrally 
heating a three-bedroomed house or bunga- 
low—and hot water summer and winter. Look 
how much cheaper solid fuel is. 


6 or 7 radiators and hot water ~ 
2 or 3 radiators and hot water w 


COKE 
in independent 
boiler 


O/- por ewt |} $/9d | 15/- 


SMALL 
ANTHRACITE per cwt| — 


14/14 
in gravity 

boiler | ‘ 
1/4d therm 

standing charge | 
dunit | 

ELECTRICITY 29/1 


charge included) 


O1L 1/54 d gallon 12/104 


* plus 2/- to 6/- a week maintenance cost. 


Write for FREE booklet on Central Heating 
and list of other technical publications to the 
Coal Utilisation Council, 3 Upper Belgrave 
Street, London, SW1. Also available ‘Central 
Heating for Houses’, a complete 120-page 
illustrated survey of all the various systems 
available, from the open-fire-and-back- 
boiler to the small pipe system. Copies 
2/6d each. 


The cheapest 
central heating 
there is 


SOLID FUEL 


ISSUED BY THE COAL UTILISATION COUNCIL 
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Refinery steelwork, access plat- 
forms, pipe supports, oil 
heaters, factories, stores, ware- 
houses and bridges are our 
interests. But for any type 
of steel building, large or 
small, we will be glad to sub- 
mit designs and estimates 


without charge. 


SCOTSTOUN - GLASGOW, W.4 ° TEL.: Scotstoun 1817 (3 lines) 


CODES: A.B.C. 5th Edit. Leiber’s 


HAN 


NEED 
INDIVIDUAL 


samples sent free on request. 


indicator). 


the only sure way 


to washroom hygiene 


Telephone Amherst 4777 (5 lines) 


PROTECTION 


In offices, factories and schools, hands 
can carry infection. To make sure of 
absolute hygiene, install ONLIWON, the 
individual paper towel system. 
person — one towel. ONLIWON towels 
consist of superfine tissue, strong, ab- 
sorbent, pleasant to handle. They cut 
down costs too—for ONLIWON gives you 
150 towels at a time—no laundry bills, 
no maintenance costs. Each ONLIWON 
cabinet is made of steel, has no mov- 
ing parts to go wrong. Literature and 


One 


For complete hygiene, install the 
ONLIWON toilet tissue system too (760 
approx. sheets of pure tissue held in a 
locking, pilfer-proof cabinet with refill 


ONLIWONG 


PAPER TOWEL CABINET SYSTEM 


Bronce Ltd., Hackney Wick, London, E.9 


WORK 
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Banister, 


alton 


BANISTER, WALTON & CO. LTD. 
MANCHESTER - 17 

Trafford Park. Tel: Trafford Park 2361 
LONDON - S.W.1 

82 Victoria Street. Tel: Victoria 7846 
BIRMINGHAM - 18 

61/63 Western Road. Te/: Northern 4518 
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CANADIAN Guaphite is not lead ...! 
FIR PLYWOOD 


Sedimentation-Scales for analysing sizes of graphite particles 


: In the 16th century when graphite was 
discovered as a writing medium, it was 
thought to be a metal and was referred 
to as “lead”, still commonly so mis-called. 
At that time no one could imagine how 
extensively scientists in pencil factories 
would be occupied with it four centuries 
later! 

Today, in all fields of Science and Engineer- 
ing, the drawing pencil is an essential part 
and it is imperative that this important tool 
keeps pace with the increasing demands 
made upon it. 


= Canadian Douglas Fir Plywood is rapidly gaining grounc 
as the ideal shuttering material. it gives greater design 
freedom because the waterproof glue fir plywood panels 
are easy to handle. It cuts costs because it saves labour 
—reduces complicated joinery to a minimum. Fir Plywood 
can be reused again and again because it is rugged materia! 

that stands up to the toughest conditions. 


The supreme quality of the 


MARS - LUMOGRAPH * 


drawing pencil, so highly valued by 
technicians all over the world, results from 
our laboratory experts having found the 
optimum values of the granulation of 
graphite From this they have succeeded 
in improving the process of preparing 
graphite so that the graphite designed for 
MARS-LUMOGRAPH corresponds with the 
ideal values found in their laboratories. 


* MARS-LUMOGRAPH drawing pencils in 


2886 € J.S.STAEDTLER MARS-LUMOGRAPH Germany 


Technical data free 19 degrees 
The Canadian Fir Plywood Technical Service is available a pant refill leads in 18 
to architects, engineers, and contractors anywhere in 
the United Kingdom. The technical handbook “ Douglas ajay ng lead holders for 16 


Fir Plywood Concrete Form Work" and the “Industrial Fir 
Plywood Handbook" are available, free of charge. 


Pencils made in Bavaria since 1662 


: DOUGLAS FIR PLYWOOD SEND NOW FOR FREE SAMPLES 
of the wen of Fir | TAEDTLER. 


NEW: for every drawing desk the 
STAEDTLER 


Lead-Sharpening Machine 5400 
at reasonable price, easy to handle, 
reliable adjustment to any required 
point, with hard-wearing special cutter 


Plywood write to ‘(Cemec EXTERIOR ), 
OF | STAEDTLER Ltd., 83 Copers Cope Rd., Beckenham, Kent 


4 Carmelite Street, London, E.C.4 


(BECkenham 5023—7 lines) 
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BUILT-IN 


\\ 


at all points 


... With the greatest range of 


protective building materials 


available in the British Isles. 


“ _ Full technical information is yours on request. 


- ROOF WATERPROOFING | 


BITUPROOF Liquid 

BITUPROOF Allweather Brushing Grade 
he, PLYCOL Plastics 


VENTROT 
B CONCRETE & MORTAR ADDITIVES 


\ | ; KYLJACK for rapid hardening and frost protection. 
= - PLYCOMOR for easy working mortars and improved adhesion 


WALL WATERPROOFING 
CELUCID Silicone Waterproofing Solution. 


FLOORING 


= Adhesives for all laid-on coverings 

| Surface seals and coatings 

4 Hard-wearing surfaces for industrial floors 
K+ — | Levelling compounds 


PROTECT... 
the Plycol way! 


write for literature 


BRITISH BITUMEN EMULSIONS LTD 


DUNDEE ROAD + TRADING ESTATE + SLOUGH + BUCKS + TEL: SLOUGH 21261/6 
DEESIDE + SALTNEY + NR. CHESTER + TEL: CHESTER 23128 
91A LOWER ASHLEY ROAD + BRISTOL 2 + TEL: BRISTOL 51380 
8.B.E. (SCOTLAND) LIMITED - 20 MAUKINFAULD ROAD - GLASGOW -: E.2 + TEL: BRIDGETON 2791 


| 
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This handbook will 
solve your problems. 
It contains details of 
the proved hardeners 
for industrial floors 


4 HOLBEIN PLACE LONDON, 


a in Grams : THORMOTVIN, KNIGHTS. LONDON Phone : SLOANE 4777 


YW). Vy MM sq 
THE LOWEST COST 


THIS SPECIMEN ADVERTISEMENT 


ARCHITECTS and ASSISTANTS re- 

— for work on industrial projects WOULD ONLY COST 8/9 
affording first-class design and technica! : ; 
experience. Salary by arrangement. Five- (i.e. 19 per line) 

day week. Box 0000. Plus 1/- Box Fee 


See first page of classifieds for full details 


PRESS DATE - Ist POST MONDAY - PUBLISHED WEDNESDAY 


“THE ARCHITECT & BUILDING NEWS,” CLASSIFIED ADVERTISEMENT DEPT., DORSET HOUSE, STAMFORD ST., LONDON, 8.E.1 


WATERLOO 3333 
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a precision built 


200sec OIL BURNER 


4 


MODEL FTO RANGE 


A series of 3 Fully Automatic pressure jet 
oil burners for flange mounting direct to the 
Boiler Front Plate. These Bentone Burners 
cover a range of 320,000 BTU’s to 2,560,000 
BTU’s and incorporate the following 
desirable features. 

Oil Preheater of ample loading with 2 control 
thermostats and safety device. 

Special Oilmaster oil pressure pump. 
Hydraulic operated cut off and preheater 
relief valve. Full Oil Circulation to the nozzle 
assembly. This ensures that hot oil emerges 
& from the nozzle when the burner starts up and 
a minimises the risk of carbon build up and 
- clogging of the nozzle. 


All Bentone Burners incorporate a Fan, 
Fanhousing and Air Inlet of advanced 


aie aerodynamic design resulting in accurate 
; combustion control and silence in operation. 
ie. The burner is built to last, the body air inlet 
and motor mounting being substantial 
Aluminium Alloy castings machined to a high These burners can also be used with the Bentone Combustion 
degree of precision. This ensures that the Chamber and swing door mounting. This dispenses with the 
motor, fan and oil pump are always in true need for furnace brickwork and allows for a quick change-over 
alignment. to solid fuel if required. Bentone make burners for capacities 
The Electrical Equipment is of British from 48,000 to 2,400,000 BTU’s using 35 Sec oil and 320,000 
manufacture by reputable makers and is of to 2,560,000 BTU’s for 200 Sec Oil. Send for full details and 
ample capacity for the duty of the Burner. prices of the new Bentone range. 


Bentone Burners are now being made at a new factory in 
Prestwich near Manchester. A full service is also available 
for Bentone Burner installations. 


BENTONE HAS THESE FEATURES 


te POSITIVE IGNITION CONNECTIONS %& 3 DIFFERENT AIR CONES ARE AVAILABLE 

%& ADJUSTABLE ELECTRODES 3% COMPLETE NOZZLE ASSEMBLY IS EASILY REMOVEABLE FOR CLEANING 
% EASILY ADJUSTED ATOMIZER POSITION WITHOUT DISTURBING THE NOZZLE POSITION 

%& EASILY ADJUSTED AIR VOLUME CONTROL & AVAILABLE FOR ALL VOLTAGES SINGLE OR THREE PHASE SUPPLY 

%& INSPECTION WINDOW AT THE REAR OF BURNER %& AVAILABLE WITH OR WITHOUT CONTROLS 


%& BLAST TUBE MOUNTING PHOTOCELL POSITION 


BENTONE BURNERS (GT. BRITAIN) LIMITED § 
WATERDALE WORKS, MERE CLOUGH, PRESTWICH, MANCHESTER # 
Please send full details and illustrated Leaflets 


NAME 


ADDRESS 


Model F2A for 35 Sec oil Model No. 2 for 35 Sec olf 


BENTONE BURNERS (GT. BRITAIN) LIMITED 


WATERDALE WORKS, MERE CLOUGH, PRESTWICH, MANCHESTER 
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PLASTER 


The introduction of ready-mixed plasters, 
incorporating Vermiculite or Perlite as an 
aggregate, has brought Plaster into the front 
rank of modern building materials. 


‘SIRAPITE® 


LIGHTWEIGHT PLASTERS 


Offer the following important advantages : 


1: REDUCTION OF DEAD LOAD 


Compared with sanded plasters, the weight on a structure 
may be reduced by as much as two-thirds. 


2 


IMPROVED THERMAL INSULATION 


Heat loss through walls and ceilings is reduced ; con- 
densation and pattern staining minimised. 


Ww 


GREATER FIRE RESISTANCE 


The special aggregate enhances the natural fire-resisting 
property of Gypsum plaster. 


CRACKING MINIMISED 


Shrinkage is eliminated, and the aggregates tend to 
absorb movement stresses. 


UNIFORMITY OF MIX 
The ingredients are accurately proportioned, preventing 
variation between one batch and another. 


SITE WORK FACILITATED 


The material only needs the addition of clean water. 
Mixing can be done inside a building, without interrup- 
tion by bad weather. 


SIX GOOD REASONS for specifying 
‘Sirapite’ Lightweight Plasters 


Please ask for literature 


THE GYPSUM MINES LTD. 


Registered Office : Midlands Works : 
Mountfield, Robertsbridge Kingston-on-Soar 
Sussex Nottingham 
Telephone : Robertsbridge 234 Telephone: Gotham 364 5 
(Products Grey in colour) 


( Products Pink in Colour) 
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The 
attributes 
of beauty* 


* 


“properties gracefully 
combined in an object 
as to please or attract 
the senses, especially 
the eye...” 


a true description of a Gliksten door. 


... a beauty more than skin deep 


Gliksten Mark 12 doors are faced with superbly 
matched West African cedar veneer giving each 


The beauty of 
this Gliksten door is more than skin deep. Built, 


door an attractive individuality. 


as it is, on the principle that stability does not 
depend upon individual components but upon a 
choice of reasonably inert ” materials perfectly 
bonded together, the resulting interior ensures 
beauty of construction as well. Glikstens are 
the foremost suppliers of flush doors to local 


authorities, builders and contractors. 
Guaranteed for 3 years. 


Write for full details and prices 


Cheapest in 
GLIKSTEN DOORS the long run— 


the best 
One of the Gliksten Group of Companies 


Gliksten Doors Ltd., Carpenters Road, Stratford, London, E.15 
Tel: AMHerst 3300. Liverpool Office 87 Lord St. Tel: CENtral 3441 
Hull Office: 112 Londesborough St. Tel. 16071 
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THE GLEAMING BEAUTY 


Here's the Albany, a special Carron shallow 
bath—safe, compact, good looking. 

Corner tap positions are available to facilitate 
plumbing. It’s tailored for modern 

bathrooms and finished in a range of gleaming 
Carron colours (or porcelain white if you 

wish). To install the best costs you no more. 
Insist on the Carron Albany. Write today 

for detailed specification sheet. 


CARRON COMPANY - CARRON - FALKIRK - STIRLINGSHIRE 


LONDON OFFICE: 15 UPPER THAMES STREET, E.C.4. CENtral 7581 (4 lines) 
and at 22-26 Redcross Street, Liverpool, 1. 125 Buchanan Street, Glasgow, C.1. 33 Bath Lane, Newcastle Upon Tyne. 


- 
33 
a 
» 2 3 


The Architect and Building News, 14 September 1960 


but are 


SLIDING DOORS 
RESE RVE D * SILENT * TROUBLE FREE 


* SMOOTH RUNNING 


SLIDING YES 
DO With the right gear . . . 


and the right gear’s .. . 
RIGHT HERE 


; ve COBURN ENGINEERS LTD. 
j SLIDING Coburn ate Peasmarsh 
4 DOOR J Tel. : Guildford 3373 
Tel. : Waterloo 43/1! 
A complete 


DESIGN 
FURNISHING 


and 


EQUIPMENT 
SERVICE 


is now available at the 


<a SHOPFITTING CENTRE 


A typical design by 
Shopfitting Centre Ltd. 


TS 
WESTERN AVENUE, LONDON, W.3 
C 
SHOPFITTING 
1S 4 7 
Tel.: ACOrn 8888 
URNS exc A wide range of shopfitting materials and equipment is always on view 
pest CAKE at the Centre. Open 9 a.m. to 5 p.m. Mondays to Fridays. Under the 


personal direction of Geoffrey Webster. 


Adjacent to ULTRA Radio Faclowy, Near Park Royal Underground Station 
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WHATEVER YOUR BUSINESS... 


HILIPS PUT IT 
IN A BETTER. 


All Engiand Lown Tennis and Croquet Club, Wimbiedon. 


* Planned lighting is more attractive, easier on the eyes, 
NX and far superior when it comes to any form of display. 
For the most effective planned lighting, simply get in 
touch with Philips Lighting Design Service. This famous 
2 service offers you the advice of a team of expert 
lighting engineers and of a fully qualified architect, and 
can provide you with individual recommendations on the 
exact lighting for any purpose. 
Set the wheels in motion now: post the attached 
coupon to Philips. 


Please send me full detaiis of your bi 
LIGHTING DESIGN SERVICE | 


PHILIPS Philips Electrical Ltd., Lamp and Lighting Group, 
Century House, Shaftesbury Avenue, London, W.C.2 


NAME 


AODRESS 


PHILIPS LIGHTING DESIGN SERVICE 
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“To a chap like me—- 
and |'m proud of my work — my pencil's 
my living. 
The pencils | use have to stand up to fast 
hard work, their grading’s got to 
be absolutely spot on— not almost 
or nearly but bang on the dot every 
time. 
The leads must hold their points 
and flow smoothly throughout a long line — 
no crumbling or ‘clinkers* mark you! — 
and if | erase a line it must go cleanly — 
there's no ‘furrow left in my paper 
so you won't find ghost lines in prints 
made off my drawings. As a matter of 
fact you can tell from a print when it is 
my drawing —the print's always first class." 


"What pencils do | use?” 


“Venus drawing pencils of course, the ones 
with the crackle finish !— how else 
do you think | keep up my high standard 7 " 


DRAWING 
PENCILS 


* VENUS Drawing Pencils are made in 17 accurate 
grades from 9H to 6B. 


THE VENUS PENCIL CO., LTD., LOWER 


CLAPTON ROAD, LONDON 
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Safest place for personal 
belongings—the Helmsman 
FOUR-TIER locker 


Not a great deal of ,wall 
space is needed—but it 
does provide the maxi- 
mum protection for small 
personal belongings, such 
as bags and _satchels, 
parcels and shopping, 
and the less-bulky items 
of women’s and children’s 
clothing. That is why 
you will find FOUR- 
TIER lockers in so many 
schools, shops and 
hospitals. Whatever the 
need, it pays to provide 
the best locker system— 
aBAWN ‘Helmsman’ 
locker that is built to last. 


DISCOUNTS FOR QUANTITIES 


ith si lock 
Helmsman FOUR-TIER locker, 
with knob or chronium-plated 
"high 12” wide 12” deep. 
16”. Single units and nests of 2 
com ‘ | 
Write for the new illustrated brochure today 


Byron Works 
Blackhorse Lane 
London, E.17 


W:B:BAWN 


COMPANY LIMIT 


s 
| | standa 
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of steel es 
= S| CONSULT 
a 
— 
— 
— 
— 
— 
— 
2 
— 
— 
— 
: 


The Architect and Building News, 14 September 1960 


- 


~ 
} ; 
t 
' 
AP 
} i 
ay “5 
he 
Try this new IDEA at your factory 
The new CORBY plant for British Sealed Beams Ltd., and other modern 
factories, have Brooks’ Fan-powered ‘Vertical Jct’ roof extract units to discharge 
fumes and contaminated air high above building roof level. Brooks’ Fan-powered 
"353 $i a4 ; Standard weathercap type Roof Units are used as fresh air intakes to unit heaters 
and input ventilation plants. 


Corby Development Corporation 
Consulting Engineers: 
Edward A. Pearce & Partners 
Heating & Ventilating Contractors: 
Arthur Heaton & Co. Ltd. 


Foe further details ice 


BROOKS VENFIEATIcC 
TRAFALGAR HOUSE  SEDAORE RANE 
franck Offee CROMPORD HOUSE CROMPORS 


SRITAIN’S WIDEST RANGE OF POW 


EXTRAC Y fy 
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when you think of 
abundant even light... 
durability... 
4 safety and economy... 
one thing’s clear 


Plants aren’t the only things that flourish under glass. 
People do. Ideas do. And so does production. It’s as clear as daylight 
that glass roofs and glass walls are good for workers and goocd 
for business. But they bring other very practical benefits, too. Glass 
. is the one transparent building material that’s non-combustible 
approved by every governmental and local authority. And once fixed, 
occasional cleaning is all the maintenance it ever needs. Weather 
won't affect it. Fumes and heat can’t change the diamond-hard composition 
that outlasts all softer substitutes. Just think of its advantages 
abundant. even light ; ease of temperature and ventilation control ; safety ; 
economical maintenance-free life outlasting even that of the building. 
Think of them all...one thing's clear—clear as daylight. 
And that’s GLASS ! 


THE PATENT GLAZING CONFERENCE 
is an old-established trade association 
representing the interests of specialist 

sub-contractors engaged in the design, manu- F Oo R R Oo oO F s A N D w A L L Ss 
facture and installation of Patent Glazing 
for the daylighting of industrial and other 
buildings. Its name and symbol is a guaran- 
tee that glazing will be carried out by highly 
skilled craftsmen using the finest of materials 


THE PATENT GLAZING CONFERENCE 
BURWOOD HOUSE: CAXTON STREET: LONDON : SW1 
i The British Challenge Glazing Co - Furniss & Co The Glaslok Patent Roof Glazing Co Ltd - Haywards Ltd 
x Helliwell & Co Ltd W. H. Heywood & ¢ Lid» Hills (Weat Bromwich) Ltd - Henry Hope & Sons Ltd 
W. @. Kaleyards Ltd - Luxfer Ltd - Mellowes & Co Ltd» Monk Patent Glazing Co Ltd - Paragon Glazing Co Ltd 
The Pennycook Patent Glazing & Engineering Co Ltd « The Puttyleas Glazing Co - Standard Maclean Ltd 


The Standard Patent Glazing Co Ltd » The Universal Glazing Co Ltd 
Williams & Williams Ltd - Wottons (¢ ydon) Ltd 
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Look for this Trade Mark ! 


if you 
go into 
the 
woods 
today 


...€a Surprise is waiting for you when you meet PANDA BOARD 
This extra tough new hardboard is manufactured by 
SCHAUMAN—the producers of the largest range of wood- 
based sheet materials in Europe. Though competitive in price 
it is immensely tougher and more damp resistant 
than required by British Standard. PANDA Boaro is light and works 
like wood because it is wood. PANDA Boaro is available in 
sizes cut from 4’ « 18 and 5’ 7” « 16’ sheets with a hard 
flat surface in attractive standard finish in 3” and =” thicknesses, 


and in ivory-faced finish in 4” thickness. 


Write for literature and samples of plain and perforated PANDA BOARD 
to sole agents for U.K. and Ireland: 


PHARAOH'S PLYWOOD CO. LTD. 
ADELAIDE HOUSE, LONDON BRIDGE, LONDON, E.C.4. Telephone: MANsion House 5351 (6 lines) 
Manufactured by: 


OY WILH. SCHAUMAN AB, JYVASKYLA, FINLAND 
Producers of the largest range of wood-based sheet materials in Europe. 
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gives you such design scope 


together with all these important advantages. 


e Lowest Cost. Wood is cheaper as a curtain wall framing and 
cladding material than other comparable types. 

e Lends itself readily to prefabrication off-site, is easily moulded 
and shaped. Light in weight. Quickly and easily erected. 


e High thermal insulation reducing heat loss. 


e High resistance to corrosion and decay in polluted and 
marine atmospheres. 


e Richness and variety in natural colour and texture. Contrasts 
pleasantly with brick and masonry. 


e Easy to maintain in good condition with suitable wood finishes. 


A booklet on the use of timber for curtain walling, illustrating specific examples and 
giving detailed design data, is available on request. May we send you a copy? 


For advice on design and specification 
for timber curtain walling 


CONSULT 


ISSUED BY THE TIMBER DEVELOPMENT ASSOCIATION LIMITED +- 21 COLLEGE HILL + LONDON EC4 
and branches at Birmingham, Bristol, Glasgow, Leeds and Manchester TGA 1D 1686/1 


41 
= 
| : For curtain walli 
‘ie 
/ 
sth 
E 


42 The Architect and Building News, 14 Seprember 1960 


Astute architects 
dispel 
gloom 


CASCALITE 


Photograph by courtesy of Caterpillar Tractor Co. Ltd. 
Roof reconstruction by Carter-Horseley (Enginesrs) Lid. Tipton, 


In buildings around the world Cascalite is solving the problem of gloomy 
interiors. The solution is permanent, too, for Cascalite is virtually 
indestructible, resisting industrial fumes and the roughest installation 
treatment. Cascalite, plain or coloured is of infinite value to the architect 
for it is entirely suitable in either functional or decorative roles. 


For more information write to: 
CASCELLOID (Division of the British Xylonite Ce. Ltd.) 
AT ABBEY LANE, LEICESTER, TEL. 61811 


strong, light, 
comfortable, 
hard-wearing 


Race BA3 chairs—with or with- 
out arm-rests—have frames of 
die-cast aluminium alloy, 
moulded seats and 

padded backs; and there 

are special ferrules to make them 
silent. Race chairs are designed 
to give long years of faithful 
service without loosing their 
attractive look of newness. But 
in the unlikely event of damage, 
the component parts concerned 
can easily and cheaply be 
replaced 


Race furniture 22 Union Road Clapham sw4 Tel. Macaulay 2215/7 


Write for full details of these 
and others in our complete range 
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Just introduced by Armstrong—a metal suspension system for 24” x 12” ‘Travertone 
acoustic tiles that allows each separate tile to be removed immediately, 

easily and without tools or skilled labour. Access panels—and the extra cost they 
entail—are unnecessary as this new advance in acoustic ceiling suspension gives 
complete access to all services. The decorative appearance of Travertone tiles is not 
affected, and the cost is only fractionally more than present metal 


suspension systems. Please write for full details. 


(Armstrong ACOUSTICS 


ARMSTRONG CORK COMPANY LTD., ACOUSTICS DEPARTMENT, KINGSBURY, LONDON N.W.9. Tel: COLindale 7080 


AT.21 
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the bricks for the job 
SANDLIME 
BRICKS 


FOOTINGS 


Sandlime Bricks are available in Special 
Purpose and other load bearing grades to 
suit your job; of guaranteed strength and 
thoroughly durable. 


PAGINGS 


Sandlime Bricks of facing quality (Class A 
of B.S. 187-1955) give maximum light 
reflection, are self-cleaning when exposed 
to rain, and are durable under the most 
severe conditions. 


FEALURES 


Sandlime Bricks give new scope and 
freedom. In addition to the “ natural” 
i whites, a wide range of permanent colours 
is available. 


SANDLIME BRICKS 
FOR INDUSTRIAL, DOMESTIC 
AND AGRICULTURAL BUILDING 


Buy your bricks from members of 

The Sandlime Brick Manufacturers Assoc. Led., 
73/78 High Holborn, London, W.C.!. 

Tel: HOL 

A list of bers and technical 

literature can be obtained 

from the Secretary. 


The Sandlime Brick Industry ts progressive and uti 3 
continuous research carried out both by individua 
manufacturers and by the Sandlime Brick 


Division of the Chalk Lime and Allied 
Industries Research Association 
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DESIGN Milner Steel Partitioning is unit con- 
structed. It is easily transferable, 
sound and fire-resistant, and—above 
all— good looking. 

CONSTRUCT The ready-made units of differing 
shapes and sizes can be combined ina 
great variety of ways. This enables 
our Office partitioning to be “‘tailored”’ 
to suit particular requirements. 

ADVISE We have experienced consultants 
ready at all times to offer you sugges- 
tions as to the planned partitioning of 
your office, bearing in mind the special 
factors involved. 

ERECT Our own lorries bring the necessary 
units direct to the site. Highly skilled 
erection gangs assemble them quickly 
and efficiently 


4 i H n e r Steel Equipment 


G. A. HARVEY & CO.(LONDON)LTD 
Makers of office equipment and partitioning 


Central Sales Office : Branches at: Birmingham, 
60 Rochester Row, London, S.W.1 Bristol, Glasgow, Leeds, 
Phone: VICtoria 5631 Liverpool & chester 
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PLIMBER WOOD CHIPBOARD 


FOR GRAIN STORAGE 


PLUMBER FOR FORMWORK PLIMBER FOR FLOORS & CEILINGS 


There’s plenty of scope 
for Britain’s most versatile Chipboard 


PLIMBER WOOD CHIPBOARD 


With its increased strength, wear resistance, and water resistance, Standard size ....... 8ft.x 4ft. 


Plimber is a highly satisfactory sheet material for such heavy-duty Maximum size... .. . 16ft. x 4ft. 


uses as industrial flooring, racking for engineers’ stores, concrete PLIMBER WOOD CHIPBOARD 
formwork above or below ground, and a great many other load- Thicknesses ....... fin. & Zin. 
bearing purposes; equally it is ideal for making cupboards, Density... ..... .45 Ibs/cu. ft. 
fitments or furniture, as well as partitioning, lining and panelling. PLIMBER WOOD CHIPBOARD 


. Standard PLIMBER 45 
Grades : Wood Veneered PLIMBER 


For technical literature, prices, and names of stockholders, 
please write or telephone :— 


BRITISH PLIMBER LIMITED 


Rainham, Essex. Telephone : Rainham 5262 


wigs 
a 4s 
a . PLIMBER FOR COUNTERS & PARTITIONS PLIMBER FOR ROOF DECKING : 
PLIMBER PLIMBER FOR LOCKERS & LININGS 
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N ROOF SCREEDS 


KENYO Ap at 


The screeds, consisting of a simple 
mix of MetaMica Vermiculite and 
cement, have exceptional thermal 
insulating properties. Heat loss 
through the roof is greatly reduced 
and expansion and contraction in 
buildings are minimised. The 
photograph shows Kenyon roof i 
screeds on the roof of Cadbury's 
factory at Moreton, for which 

A. Monk & Co. Ltd. and 

J. Gerrard & Sons Ltd. are the 

main contractors. 

Architect : C. J. Wilkinson, L.R.1.B.A. 


WILLIAM KENYON & SONS (mecamica) LTD 
DUKINFIELD Ashton-under-Lyne 1614-7 ond 3673-6 CHESHIRE 


re 


@ Stain-proofing and preserving stone @ Bonding and hardening concrete floors 
masonry facings 


@ Damp-proof membranes 
@ Cement additive for bonding 


@ Roof waterproofing 
@ Metal priming and colour coating for 


iron and steelwork @ Remedying damp walls 


@ Preserving asbestos-cement @ Water storage tanks 
with 
Calcium plumbate; zinc chromate-iron oxide; asbestos-cement primers. High-gloss non-bituminous 


protective coloured coatings (alkyd resin media). Bituminous black and coloured coatings. Mastic 
and semi-mastic sealing compounds. Silicone water repellents. 


RITO, RITOLASTICS ROMANITE 


Send for descriptive literature 
Manufacturers: ANDREW MAXWELL DIVISION (The Liverpool Borax Co. Ltd.) 
Maxwell House, St. Paul’s Square, Liverpool 3. 
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SSS 


Modern life is full of noise—distracting noise, 
irritating noise, harmful noise—until quiet 
becomes a necessity. TREETEX decorative acoustic 
tiles and sheets in offices, factories and 
schools can provide a welcome oasis of quiet. 


USE TREETEX FOR EFFICIENT SOUND ABSORPTION ! 


There are Nine types 


DECORAC DECORAC TREEPERAC SLOTAC MARGINED M.C-S. PERF 
16 x 16 a x SLOTAC SLOTAC 


cr 


Ask for details of this versatile range of acoustic tiles\and sheets 


‘SHEET SIZES 4x8 


ACOUSTICS LIMITED 


8 GUILFORD STREET, LONDON, W.C.1 


* Telephone : CHAncery 7387 & 5919 


PERMANENT EXHIBITORS AT 
THE BUILDING CENTRES 
IN LONDON & MANCHESTER 
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straight sliding 


DOOR 


folding 


DOOR 


gear... 


| around the corner 


power operated 


make the lot... . 


a lot better! 


get in touch with 


GEO. W. KING LIMITED 


Argyle Works, (/0/ABN), Stevenage, Herts. Tel: 440 
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Pumping plant 
for sewage or 
trade effluents 


Long experience with pumping 
equipment for sewage or trade 
effluents of all kinds enables us 
to DESIGN, SUPPLY and 
INSTALL such plants to meet 
any specific requirements. 


These give many years of 
TROUBLE-FREE SERVICE. 


(London) Ltd. 


Drainage and Sanitary Engineers 
Manufacturers of Drain Testing Appliances 


CRAY AVENUE ST. MARY CRAY 
ORPINGTON KENT Orpington 31311 


Also at Weirside Works, Lower Bristol Road, Bath. Telephone: Bath 7868! 


— 
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boiler 
gives MAX OUTPUT 
and takes LESS SPACE to do 


for boiler rooms, Smaller Chimney. 
Weight eliminates expensive construction. Cross section of chitmey 50% 


it 


Minimum 
less than usual. 


Building costs teduced. Lower running costs. More available working of living space 
for given site area, 


Manufactured by W. G. ALLEN & SONS (Tipton) LTD. under licence from YGNIS LTD. LUCERNE 
Bulletin A.Y.10 giving dimensions 
SOLE FEF E AI RE and specifications will be sent on 
CONCESSIONAIRES L x request 


LIMITED 268-270 VAUXHALL BRIDGE ROAD, LONDON S.W.1_ VICtoria 2006/8 
A MEMBER OF THE W. G. ALLEN & SONS (TIPTON) LTD. GROUP OF COMPANIES 
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The 
new 
Broads 
Multiseal 
Brochure 
SLAB URINAL details 
PATENT No. 
available 
upon 
request 


stops seepage 


BROAD & CO. LTD., 4 SOUTH WHARF, PADDINGTON, LONDON, W.2. Telephone: PADdington 706! (20 lines) 
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A future problem solved 


RTAIN 


Jonwindows ‘WALLING 


The Ystrad Mynach College of Further Education 


This building is situated in a predominantly mining and industrial 
district, so precautions had to be taken against possible future 
subsidence. The result is a rigid structure bearing on the ground 
at a limited number of points, with facilities provided for re- 
levelling the building by hydraulic jacks. The ground floor slab is 
not suspended as is the moving superstructure. 

To keep the load on the foundation beam as light as possible, 
Jonwindows Curtain Walling was chosen forthe external cladding. 
Fixing the curtain walling involved many problems. In the first 
place it hangs from the upper floors and does not even rest on the 
ground floor slab, being merely anchored there to resist wind and 
weather. A special sliding joint to allow vertical movement had 
to be provided at the point of connection between curtain walling 
and ground floor slab. 


Another difficulty is that the 4-storey teaching block is actually 
two buildings entirely separated by a 3” structural break and 
which could move either towards or away from each other in the 
event of subsidence. Curtain walling was even used at this break, 
a weathered sliding joint in pressed metal trims (a breather joint) 
being designed to allow for movement—and this joint had to be 
incorporated wherever the break line was crossed by the curtain 
walling; in fact it was required in blind boxes, cills, etc., as well, 
for they had been made firm fixtures to the hanging curtain. 

These are but two examples of the difficulties which had to be 
overcome in one particular job, but Jonwindows Curtain Walling 
has been developed through such work as this. 

The Jonwindows range of standard and purpose-made metal 
windows and curtain walling will continue to satisfy today's 
needs and anticipate the needs of tomorrow. 


Architects: T. Alwyn Lloyd & Gordon, F/A.R.1.B.A. 
(Associate-in-charge: Alun Roberts, B. Arch., A.R.1.B.A.) 
Consulting Engineers: Felix J. Samuely & Partners. 


Contractors : William Moss & Sons Ltd., Cricklewood, London. 


JOHN WILLIAMS OF CARDIFF LTD 


EAST MOORS ROAD, CARDIFF 
Phone Cardiff 33622 (12 lines) Telex 49303 Grams ‘Metal’ Cardiff Telegrams: ‘Dissolving’ London 


BANK CHAMBERS, FINSBURY PARK, N4 
Telephone: ARChway 1622 
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REINFORCED CONCRETE 
BUILDING STRUCTURES 


Our Structural Concrete Building Framework is available for normal Portal, 
Northlight and Multi-Storey buildings. We design, supply and erect all 
classes of precast framed building structures to suit Architect’s exact 
requirements and to conform to Council Bye-Laws. 


We are happy to submit schemes and competitive quotations promptly 
upon receipt of inquiries. 


DESIGNED SUPPLIED ERECTED 
ROOF CLADDING ETC. 


: CONDUIT LANE 

HIGH STREET. HODDESDON, HERTS. 
Phone: Hoddesdon 2247-2248 & 4792 
Loudon Office: Gordon re, 
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1,000 Ideal radiators 
go into new surgical block 
at Guy’s Hospital 


Architects 
W. H. WATKINS, GRAY & PARTNERS 


Consulting Engineers 
HOARE LEA & PARTNERS 


Heating Engineers: 
ENGINEERING SERVICE INSTALLATIONS 
LIMITED 


The large new surgical block at Guy’s Hospital, London, incorporates 
the most advanced and trustworthy equipment in the widely varying 
fields of medicine and building. It is natural, therefore, that IDEAL 
Neo-Hospital Radiators were chosen to give the dependable heating 
service required in a hospital of this kind. Where there are a thousand 
radiators involved, reliability is imperative. The IDEAL cast-iron 
radiators fitted at Guy’s will not suffer from corrosion and will there- 
fore last the life of the hospital. 


cast-iron radiators 


cast-iron because it’s dependable 


IDEAL BOILERS & RADIATORS LIMITED - IDEAL WORKS HULL 
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pening Width of open ng—{° 033 


counterweight, 


counterweight ~ 


PLAN 


MIN. 


c earance 


* 


ECLAIR 
DOORS 
e original overhead 
counterbalanced 
oor specialists 


age one-piece moulded design with smooth external 
nish. 


Permanent grey dye finish makes painting and paint 
maintenance unnecessary. 


Complete freedom from corrosion ... cannot warp... 
absolutely no moisture penetration. 


Very light to handle .. . extremely strong .. . proof against 
weather and wear. 


Can be easily installed in brick, wood or concrete garages in 
approximately 2 hours. 


Light panels available at little extra cost. 


SIZES 
Standard: 7°00", 7°6” and wide by high. 


Non-Standard: Up to 150” wide by 8'0” high or 
equivalent areas. 


Send for further details to Dept. ECI 


ECLAIR DOORS LIMITED 
Anne Road - Handsworth - Birmingham, 21 
Telephone : SMEthwick 2211 
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Powered & Natural VENTILATION BY GREENWOOD-AIRVAC 
tor howses and 


$$ 


\ 


‘PERMAVENT' ‘*MECHAVENT 75’ EXTRACTOR FANS 
LARDER LIGHTS AND VENTI-LIGHTS oe A complete 74” wall-mounted fan unit, with 
Fully weathered permanent ventilation and day- Fi safety grille, closing louvres and totally enclosed 
light. Built-in fly proof gauze. Multi-louvred panels. : motor. Flush-fitting into 9” x 9” opening. Ideal 
Venti-lights 9” x 18” to 18"x 30”. 
‘MAXAIRE’ 
WALL VENTILATORS 
MULTI-LOUVRED 
im Suitable for permanent or controllable 
PANELS AUC -_—_~ ventilation. Available in a comprehen- 
~ | = sive range of types and sizes for either 
With specially & —_ external or internal fitting. 
i specially 
designed multi- @& 
louvres. A wide 
range of sizes suit- 
able for ductwork, 
grilles, heaters, (above) 
cookers, air con- §& Large free area 
vectors and air § embossed bar front 
conditioners. ! movable louvre venti- 
lator, type HML/B. 


(right) 

Weatherlip heavy 
external fixed louvre 
ventilator, type ‘L’. 


*PERMAVENT’ 
WINDOW 
VENTILATORS 


Permanent or con- 
trollable ventilation 
with locked window 
security. Unobtru- 
sive, lightweight and 
fully weathered 
Minimum daylight 
restriction. For 
metal or timber 
windows. 


write for This 
new folder~ 
to day! 


“Ventilation for 


Houses and Flats” al 
Free on request Sy 


All these Ventilators are fully patented. 


Greenwood. -Airvac ventilation 


! sNERS AND MANUFACTURERS OF BEACON HOUSE, KINGSWAY, LONDON, W.C.2 
NATURAL AND MECHANICAL VENTILATING CHANCERY 8135 (4 lines). "Grams: ‘AIRVAC’, LONDON 
EQUIPMENT 
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Birch Canadian forests produce a birch of exceptional height and 
thickness. As a timber, it is among the toughest and most 
popular of hardwoods. It has a good weight-- about 43 to 
Be 44 pounds per cubic foot air dry — works easily, wears well and 
} withstands mechanical stresses. Flooring, furniture, interior 
a finish, veneers and plywood, agricultural implements and 
; cabinet making — these are just a few of the applications of 
this handsome timber. For further information, please contact 
Commercial Secretary (Timber), Canada House, London SW1 


Lathe-worthiness : 
another strong 
point of Canadian 
Birch. 
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ANY discussion on education, architectural or otherwise, must 
postulate what the students are being educated for. What 
form of society will they live in? How will it be organized ? 
And for architectural students in particular: how will 
building be organized? What choice of roles is there likely 
to be for individuals? What part will the architectural 
profession play in the building industry of the future, and 
so on? 

Even without detailed examination it may. be suspected 
that for a long time it has been quite unreasonable to train 
every architectural student as if he were to become a latter-day 
Christopher Wren, complete and perfect in all things and 
issuing ex cathedra instructions to willing and subservient 
tradesmen of all kinds. 


The reality is far different. The industry has grown 
complex beyond the power of any one man to master. The 
ability to design, although still important, is only one ability 
among many which an efficient architectural team must have. 

If it is accepted that architecture has become teamwork, 
not only within the architectural office itself but teamwork 
with the allied professions and the contractors, sub-contractors 


and suppliers, it must be doubted whether present methods 
of education are still valid. 


Would it not be wiser to accept that certain branches of 
knowledge are needed by all engaged on the organization of 
building operations and that additional aptitudes and know- 
ledge are needed by those who are to become full architects, 
architectural assistants, building technicians, quantity 
surveyors, structural engineers and builders? 


This is the basis of the argument for joint Colleges of 
Building and it is offered as an introduction for a proposal 
which is not so familiar—that of the floating technician. 
The RIBA* is investigating the organization and training of 
technicians and the suggestion we make is that these building 
technicians should be encouraged to alternate between 
architects’ and builders’ offices. If their experience in both 
spheres were varied enough, they would, after some years, 
become invaluable both in the architect’s office as the adviser 
on the practical aspects and possibilities of production methods 
and site organization and in the builder’s office on the aims 
and outlook of architects—still often clouded in faintly 
disrespectful mystery. 


Something of this kind happens already in a small way. 
The suggestion is that it should be officially blessed and be 
encouraged both by the RIBA and by the Institute of Builders. 
A valuable new element would thus be introduced which 
could do much to integrate the building industry. 


* See leader 18 August, 1959. 
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events and comments 


Architectural problems of show cities 


Gliding gently along the canals of Amsterdam in a giant 
motor boat, the windows steamed up because of the 
teeming rain outside, I was very conscious of the problems 
which face the city authorities and architects alike when 
it comes to rebuilding in a strongly traditional area. A 
member of the Amsterdam committee responsible for such 
decisions was with me. He is an architect in private prac- 
tice and has a feeling for modern architecture. As we 
passed between the rows of fantastically gabled houses 
and under the low bridges we could see where, during the 
last two hundred years, people had tried, and usually failed, 
to come to terms with the original architecture when 
rebuilding. The worst mistakes were where the scale had 
been altered, either by departing from the general pattern 
of storey heights, or where a number of old houses had 
been replaced by a single building. Attempts to put back 
the old type of building were usually not successful because 
the designs were not scholarly enough, were too compli- 
cated or were just badly done. Here and there I saw 
modern solutions which did not offend. My friend was 
almost prepared to say that rebuilding should be in the 
traditional style. This went against his normal principles 
but he felt that the risks of doing otherwise were too great. 
We agreed that this type of problem was the most 
difficult which an architect had to face and that it needed 
the exercise of immense skill and a humble approach if 
a satisfactory solution were to be found. 


* 


Amsterdam is the capital of Holland and the old town 
represents only a very small part of the whole city which 
is expanding rapidly. The old town is, therefore, not just 
a tourist centre but also the centre for offices and shops. 
The canals, however, are only used by tourist boats and 
some hundreds of moored houseboats which the town 
planning authorities would dearly like to move 


Work has started on the Coliseum Century 21 for an 
exhibition at Seattle, U.S.A. in 1962. The aluminium roof, 
by the Reynolds Metal Company, will cover more than 
three acres and will be formed of four hyperbolic-parabo- 
loids. The entire roof structure will rest mainly on four 
huge tripods of reinforced concrete and the centre peak will 
be about 110ft above the floor. Architect, Paul Thiry, FAIA; 
structural engineer, Peter Hostmark and Associates ; general 
contractor, Howard S. Wright Construction Co. Cost, 
$4,000,000 
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In contrast with this Dutch example the town of Bruges 
in Belgium, once one of the richest trading cities in Europe, 
is now only kept alive by tourists. It has an inland harbour 
of some importance but very little industry. The motor 
car has changed its main streets but its narrow alleys and 
back streets are much as they were forty years ago. There 
are now few horses about and no working dogs. It is 
clearly the policy of the authorities that Bruges should 
maintain its traditional face and the only rebuilding being 
done within the outer boundary of canals is in the Flemish 
tradition but with concrete floors and lifts where necessary. 
In the past this rebuilding has not always been very success- 
ful and the whole of one side of the great market square 
was ruined in the last century by a monstrous Gothic 
administrative building. On the whole the modern Flemish 
style is well done and I think that we may be thankful 
that the general run of modern Belgian architecture has 
not been let loose on this very beautiful town. For this 
reason it seems to me that the decision to rebuild only in 
the traditional style is fully justified. 


* * * 


I was lucky enough to see the superb Belgian-American 
exhibition of 15th-century Flemish paintings and other 
art treasures before it closed. Conditions were not of the 
best for it was hot and very crowded and all catalogues 
had been sold. Had we been a little quicker off the mark 
we might have borrowed miniature tape recorded guides 
to the exhibition. At first I was puzzled by the number 
of people wearing what I thought were large-sized deaf 
aids. The exhibition was very well arranged but I noticed 
that the pictures from Belgian national collections and 
from private American collections were in far better con- 
dition than those from American galleries and museums. 
Many American pictures were dirty and needed reframing. 

I shall be coming back with more about Holland and 
Belgium next week. 


ABNER 


Did Ely inspire 
Gibberd? (See 
letters on facing 
page). A diagram 
from The National 
Buildings Record 
of the lantern 
tower at Ely 
Cathedral 
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letters 


Liverpool Cathedral 


Sir.—Y our correspondent Keith Scott contributes a brilliant 
and fair criticism of the winning schemes in this competi- 
tion. You recently published the plans and details of Frank 
Lloyd Wright’s Guggenheim Museum, and this showed 
once again how a plan alone can be a thing of beauty. His 
ground level plan showed a supreme mastery of the 
handling of communications, punctuation, proportioning of 
parts, beauty of shapes. Out of it arose inevitably the 
external drums, so well suited also to the street corner site. 
Gibberd’s cathedral plan fails lamentably in these respects, 
but one can feel pretty certain that he will have to tidy-up 
those chapels. As your critic well points out it will not be 
sufficient to rely upon the materials alone to pull this 
chaotic elevation together. 

The rotunda form is, of course, similar to Wright's in 
its essentials. How much better does C. H. R. Bailey solve 
the problem! In his plan large parts of the congregation 
would not be facing others across the sanctuary itself. 
This is not to be a circus or a boxing stadium, however 
strong may be the desire to get the people into the church. 
Mr. Bailey has surmounted the sanctuary difficulty by 
pushing it forward so that some detachment, some illusion 
of a sacred point, is retained. 

Gibberd’s rising cone, surmounted by a most extra- 
ordinary sort of crown, suggests more a crucible than a 
cathedral. Apart from the serious cleaning and mainten- 
ance objections mentioned by your critic this cathedral will 
not perhaps harmonize with what your critic calls ‘the 
more exotic of the new university buildings’, but it will 
certainly harmonize with the structures of an industrial 
area, as I well know, having lived at one time fairly near 
to the Consett Steelworks. The whole elevation is far 
inferior to the swept-up-to-Heaven ribs of the Brasilia 
Cathedral; ribs which curve up and slightly out like hands 
held to Heaven in supplication and prayer. 

Your critic seems to imply that Mr. Bailey has striven 
for ‘ingenuity for its own sake’ in his elevational treatment. 
Whether this is true we do not know, but to this writer the 
elevation strongly suggests the hoods of praying nuns, 
gathered round a mother-church or sacred place. No doubt 
the material of which these curved shapes might have been 
constructed would have been a problem, but not insoluble. 
Many will feel greviously disappointed that this magnificent 
design will never materialize. 

Yours, etc., 


KENNETH GLOVER. 


Sir,—The detractors of Frederick Gibberd’s design for the 
Roman Catholic Cathedral at Liverpool have very mean 
minds, for no man who is an artist, great or small, fears to 
allow other men’s art to influence him. 

But why should Niemeyer’s Cathedral at Brasilia be the 
only building that Gibberd has ever seen in his long study 
of architecture? Apart from the first-rate plan the simplicity 
of the form recalls the abbot’s kitchen at Glastonbury and 
the directness of the structure the superb lantern at Ely. 

In looking closely at Gibberd’s design it was refreshing 
to realize that the principles of structure and form remain 
as they always have been and that the only thing new in 
it is the fact that it has been designed today. 


Yours, etc., 
H. A. N. BROCKMAN. 


Sir,—Despite the topical comparisons made between Mr. 
Gibberd’s Liverpool design and the more curvaciously 
graceful one for the cathedral at Brasilia, it seems that 
Mr. Gibberd’s carpentry in concrete has a parallel far 
nearer home. A glance at the model of the great timber 
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structure which supports the octagon at Ely suggests that 
the Liverpool design is a good deal closer to William 
Hurley than to Nervi or Niemeyer ; whether Mr. Gibberd 
had the Ely octagon consciously in mind when making his 
Liverpool designs I do not know. 

The difference between Ely and Liverpool will lie in the 
exposure of Mr. Gibberd’s amazingly slender main struc- 
tural members, the great timber baulks at Ely being con- 
cealed, from without and within, by stonework or wooden 
vaulting. The Liverpool building will certainly seem less 
graceful than the lovely Brasilia design, but Niemeyer has 
no equivalent of the Ely lantern to support, and Mr. 
Gibberd’s Cathedral will have a very respectable architec- 
tural ancestry. 

When one comes to consider the array of dissimilar side 
chapels suggested for Liverpool another parallel comes to 
mind. In their more compact and continuous construction 
the chapels provided for in Mr. Gibberd’s design will 
somehow recall the accretions, of varying medieval or 
Baroque dates, which partly surround Charlemagne’s 
circular Dom at Aachen. . 

Yours, etc., 


BrYAN LITTLE. 


Sir—It must have come as something of a shock to many 
of your readers—especially those who are Roman Catholics 
—to see the design that was placed first in this competition, 
particularly as it was thought that the inclusion of a RC 
architect as one of the assessors might tend towards achiev- 
ing a measure of traditional architectural sanity in making 
the award. 

The winning design looks like a rocket leaving a circus 
tent—‘from the clowns to the clouds’—and completely lacks 
every refinement of the cathedral designs of Scott and 
Lutyens as well as the subtle contours of the buildings of 
Luigi Nervi, the engineer designer of Italy. 

Why does it have a belfry? Would not an electric gadget 
on the roof be more appropriate? 

The perturbing fact is that, firstly, as nearly 300 designs 
were submitted, there must be some that are better than 
the one selected. Which casts doubts, of course, on those 
responsible for the selection. 

There is, however, some comfort in the fact that those 
in authority in Rome may considerably amend the winning 
design, as not long ago they actually forbade worship in 
a RC church in Pampulha, in Brazil. And it is also likely 
that the local authority that has to approve the permanent 
stability of the structure may call for drastic changes. 

The ‘wind of change’ may therefore bring great improve- 
ments in Gibberd’s cathedral—and many of your readers 
will, | am sure, agree that there is plenty of room for them. 


Yours, etc., 
Stpney LowetuH. 


Sir,—There appear to be trends in architectural design at 
the moment which are more than normally divergent. The 
extremes are the New Brutalism on the one hand and 
Liverpool Cathedral competition entries on the other. 

The rationale behind the one needs little justification 
while the processes of thought behind the other are, to me, 
obscure. 

It is possible that others of your readers may find them- 
selves similarly situated and would be interested to be given 
enlightenment by someone having the insight on the 
theoretical plane, such as a Php. 


Yours, etc., 
A. A. MACFARLANE. 


P.S. Issue No. 34, 24/8/60, Letters. First letter, last word: 
‘opacity’ if you please, not ‘capacity’! 
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news 


Architects for RFAC 


Two architects, Sir Hugh Casson and Raymond Erith (the 
architect for the Downing Street rebuilding), have been 
appointed members of the Royal Fine Art Commission 
Henry Moore, the sculptor, has been re-appointed to the 
commission and Arthur Floyd, a civil engineer, replaces 
another civil engineer, Sir Allan Stephen Quartermaine. 


Commonwealth architects’ conference 


Representatives of architectural societies in the Common- 
wealth are meeting in London at Portland Place from 
September 19 to 23 as a preliminary to a major Common- 
wealth conference which is being planned for 1962. This 
is the first representative meeting of Commonwealth 
architects specifically to discuss their common problems, 
and follows Commonwealth visits by RIBA presidents 
Kenneth Cross in 1957 and Sir Basil Spence last year. 

There are many issues for discussion. The RIBA, for 
instance, would like to see complete freedom established 
for an architect who is educated and registered in one 
Commonwealth country to practise in any other Com- 
monwealth country, and it is anxious .to assist the less 
developed countries. In fact there is a considerable move- 
ment of architects within the Commonwealth. 


BASA conference at Balliol 


A second conference on architectural education will be 
held by the British Architectural Students Association at 
Balliol College, Oxford, from September 19 to 21. The pro- 
fession will be invited to participate as associate members 
of BASA. 

The first conference, held at Bristol, considered archi- 
tectural education as a process of analysis, synthesis and 
production. 

In this conference, architectural education will be studied 
in greater detail in relation to: —1, historical background ; 
2, trends in architectural practice and the building indus- 
try: 3, architects’ responsibilities; 4, wider aspects of 
education ; 5, examinations ; 6, teaching methods ; 7, school 
facilities. 

The three main papers will tackle architectural education 
from three points of view—first from that of education in 


The Cooper's Row site (marked x), which was recently the 
subject of a public inquiry, in relation to the Tower Hill 
comprehensive redevelopment scheme near All Hallows 


Church. The developers have related their scheme to the 
comprehensive plan which caused much controversy 
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its widest sense, second with emphasis on the technical 
aspects, and lastly an overall view of the architects’ train- 
ing, the speakers being respectively J. H. Burrows, Bsc, 
London University, Department of Extra Mural Studies, 
James Gowan, ariBa, and Professor Sir Leslie Martin, php. 
These follow a short analysis of the Bristol conference by 
Andrezie Malczewski, of Edinburgh University. 

The papers to the full conference will conclude with 
one on the history of architectural education by Michael 
Cassidy, Bartlett School, and Rodney Mace, Regent Street 
Polytechnic. 

Accommodation has been booked for 100 places. The cost 
per head will be 66s. Applications should be made to the 
permanent secretary, BASA, The Building Centre, Store 
Street, London, W.C.1, 


Campaign for school facilities 


BASA has set itself the task of trying to improve school 
facilities. The first move in this campaign will be a com- 
prehensive questionnaire which will be introduced at the 
conference with the object of finding out exactly how 


schools are equipped with libraries, workshops, studies, 
common rooms, etc. 


Minister approves Tower Hill office block 


Permission for a multi-storey office building on the site 
of 8-10 Cooper's Row, Tower Hill, London, has been 
granted by Mr. Henry Brooke, Minister of Housing and 
Local Government, following a public inquiry, held on 
June 8 (see picture this page). 

The inspector who held the inquiry said in his report to 
the Minister that the crux of the matter was the height of 
the main block which would be 12 storeys. The London 
County Council, supported by the Royal Fine Art Com- 
mission, considered that it should be reduced to eight 
storeys. A difference of about 40ft was in dispute. 

The inspector thought that from most viewpoints the 
building would not be viewed in conjunction with the 
Tower. He considered that the additional four floors would 
not result in a structure out of scale with the precinct or 
detrimental to the Tower or other buildings. 

The Minister noted that the 12-storey block had been 
re-sited to be set back from the frontage to Cooper's Row, 
and this he thought ‘would be less obstrusive than in the 
position in which it was shown to the Royal Fine Art 
Commission’. The proposals, on behalf of the Bernard 
Sunley Investment Trust Ltd., provide also for five-storey 
and three-storey blocks on the same site. 


diary 


The Building Centre 


Exhibition of designs for Liverpool Roman Catholic cathedral 
closes | p.m. Saturday, September 17. 


Rural Industries Bureau exhibition of craftsman-made furniture 
continues until October 7 (10 a.m.-5 p.m., closing | p.m. 
Saturdays). 


The Architectural Association 


September 21, at 6.15 p.m. Illustrated talk for visiting overseas 
architects and students. ‘Office Building (Castrol House)’, 
Edmund Ward, and ‘Architect’s own house at Blackheath’, Peter 
Moro. Admission by ticket only. At 36 Bedford Square, W.C.1. 


The Design Centre 


September 19-October 29. Exhibition: Heating your Home. 


9.30 a.m.-5.30 p.m. (until 9 p.m Wednesdays and Thursdays). At 
28 Haymarket, S.W.1. 
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architectural education 


G. Grenfell Baines, OBE, a member of the 
Committee of the Oxford Conference on Architectural 
Education, expresses in this article some of his views 


ARCHITECTURAL Education involves 
many matters, but two discussed at 
Oxford last year seem to be of im- 
mediate importance to the profession. 
The first is intake, and the second what 
kind of education does the potential 
Architect need? Intake is concerned 
with Community needs, while “kind of 
education” basically involves Indus- 
trial and individual needs. 


Intake 


To deal adequately with intake can 
neither be easy nor quick. A strong 
statistical survey must be made, wider 
and deeper than the figures supplied 
to the Conference. For example, com- 
parisons with other countries can only 
be useful when these proportions, 
Architect to designed Building work, 
and Architect to all Building work, are 
known. Then, as at least a third of the 
Building Industry in this country is 
engaged on maintenance, we should 
know first how much of this work 
needs designer attention, and how 
much gets it—we then require corre- 
sponding statistics for other countries. 
Obviously, a country that is not build- 
ing many new buildings will not need 
many Architects, yet it may have a 
larger population than one which is 
building furiously and _ constantly 
demanding design services. Some 
countries are “old” and possess a 
wealth of good buildings—their popu- 
lation may be almost static; other 


countries may be so _ preoccupied 
with defence or bullfighting that 
the margin of resources they are 


prepared to devote to new build- 


News continued 


ing bears no relation to that of a 
country with a cold climate and a 
social conscience. One could continue, 
but, in short, it is not enough to base 
an intake policy on the Architect popu- 
lation ratio for other countries or even 
on whether we think the individual 
Architect earns enough. 

We are told Great Britain has more 
Architects per head of population than 
most other countries, yet speaking for 
our office and of what I hear from 
most of my Architect acquaintances, 
we cannot get enough men to do the 
work in the time it is wanted. Intoler- 
able pressure was caused by the war, 
but even now, 15 years after, the pres- 
sure still seems almost intolerable. 

All this is not to dismiss the question 
as too difficult, but to clarify its long- 
term nature and the need for deeper 
research before any definite policy to 
expand or contract is decided on. The 
most immediate, though indirect, step 
to a contraction policy is that of 
raising the standard of education at 
intake level. There may be reservations 
about this—certainly it cannot be con- 
sidered a guarantee of future quality, 
but at least the step may be tried as an 
experiment. Meanwhile the most ex- 
tensive enquiries should be made to 
provide evidence from those teachers 
whose experience has given them full 
opportunity of noting how students 
coming to the same school from “O” 
and “A” levels have fared. 

Different methods of working could 
obviously affect the Architect Building 
ratio — every practising Architect 
knows that for one reason or another 


the efforts of different men can result 
in the production of more or less 
building in the same time of architec- 
tural effort, and while it is true that 
quantity alone is no measure, we in our 
practice have seen such wide gaps in 
quantitative performance as to warrant 
intensive research into methods— 
which we are still conducting. 


Kind of education 


This introduces the second matter 
kind of education—as it affects the 
attitude of the individual architect 
entering the field of practice. 

One of the greatest confusions, which 
seems to affect not only the new 
graduate but the: profession at large, 
lies in interpreting the nature of design. 
I could not pretend to follow the whole 
of the Oxford discussions on theory 
of design, but it might be that absence 
of a theory of design is partly due to 
confusion in the concept of its nature. 

To many of the school-trained men 
just entering our office (practically the 
whole of the 32 Architects working 
with us are school trained) “design” 
is a matter closely associated with 
graphics and often goes no deeper than 
the paper on which the exercise takes 
place. 

In trying to decide how much a 
building owes to drawing and how 
much to thinking I have many times 
been forced to conclude that if only 
Architects could think as well as they 
could produce board and teesquare 
drawings, we might not only have 
better buildings, but a more apprecia- 
tive public. 

continued on page 326 


High density schemes approved 


The Minister of Housing and Local Government, Mr. 
Henry Brooke, has approved, on appeal, the high density 
development at Henley-on-Thames for houses, studios, 
garages and a 25-storey block of flats at Paradise Road, 
sponsored by Townmaker Ltd.; also the planning scheme 
for housing at Hall Road, Wanstead, on an application by 
Wanstead and Woodford Borough Council. 


Constructions overseas nearly doubled in five years 


British contractors have increased the value of their con- 
struction work overseas by nearly 80 per cent since 1954-55. 
The figure for the 12 months ended March, 1960, was 
£124 million, an increase of more than £34 million over the 
previous 12 months. This represents the work of 67 firms 
(four more than the previous year) in nearly 70 different 
countries. The total value of overseas constructional work 
in 1954-55 was £70 million. 


Safeguard natural landscape, says Minister 


The established landscape of the British Isles is being 
destroyed piece-meal, in spite of the excellent work of 
preservationist societies. This is the contention of the 


Institute of Landscape Architects, which met in Edinburgh 
last week for its annual conference. The point was taken 
up by Mr. T. Galbraith, Joint Under Secretary of State 
for Scotland, who opened the conference on Wednesday. 
And, he stressed the responsibility of the public authorities. 

The constant aim of public authorities in setting down 
new buildings, he said, should be to safeguard the natural 
landscape wherever possible. Landscaping was not an 
ingredient to be added as an afterthought, and where land- 
scape had been destroyed it must be restored in an imagina- 
tive way. 

‘One of the things that astonishes me about modern 
architecture’, said Mr, Galbraith, ‘is the care that is lavished 
on the facade of a new building, compared with the 
apparent lack of care which is shown for the look of the 
skyline’. 

He thought public authorities sometimes took too narrow 
a view of their responsibilities. 


Woman architect gets hospital post 


Miss Frances J. H. Mercer, artBa, of Aberdeen, has been 
appointed deputy regional architect to the North-Eastern 
Regional Hospital Board. She was formerly senior assistant 
architect to the board. 
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architectural education 


If a moral is to be drawn it 1s that 
beautiful drawing is no guarantee of 
good design, and this raises the 
question, how much does practice in 
drawing develop a capacity to think 
comprehensively? For if design is not 
comprehensive then it is out of balance 
and on most of the occasions our ser- 
vices are needed, to be out of balance 
is to fail. 

To me the nature of design is balance 

the highest possible balance of, 
suitability for purpose, soundness of 
structure, economics and site. It fol- 
lows that if all the positive characteris- 
tics of these individual factors are 
sought out unselfconsciously and 
synthesized with skill to the highest 
degree, a design of significant indi- 
viduality and beauty will emerge. 
“Truth is Beauty.” 

Where does this bring one in thinking 
of the “kind” of architectural educa- 
tion we need? It has brought me to 
concluding that the student is allowed 
to use up far too much of his time pro- 
ducing drawings in the belief that he 
is designing buildings. I did it myself 
at school and it was wholly delightful 
—that is the trouble ; undue indulgence 
in the delights of draughtsmanship can 
turn the excercise to craftsmanship and 
when this happens Design goes out and 
the student is halted on his way to 
being an Architect—not only halted, 
for when drawing becomes the end he 
has turned off and may therefore never 
arrive. 

Hard experience shows that one 
doesn't “design” a building without 
knowing a great deal about the factors 
of design, sufficient to be able to 
evaluate them simultaneously to the 
point of distilling their essence. 


* + 


It would obviously be foolish of any 
practitioner to expect the newly 
graduated Architect to be able to 
“design” in this sense—but it is 
obviously even more foolish to develop 
the belief in a student that because he 
has almost perfected an ability to pro- 
duce graphic design which bears a 
resemblance to a building, he can 
ipso facto design a building. Yet that 
is what most of them believe. Is it 
really surprising therefore that in spite 
of the brave spectacular shows on the 
Studio walls at year end, we still see 
very few really good buildings? Not a 
bit. Nor is it surprising to hear—when 
enquiring at school into this deficiency 
on constructional thinking or thar 
default of functional imagination or 
this complete ignoring of economics, 
or site—We have not enough time”. 

Were the nature of building design 
to be fully understood, it could be seen 
immediately that such matters as 
arranging spaces for purpose, elements 
for construction, the whole for 
economy to suit the site (even the 
underground nature of which might 
characterize the design) must be fully 
appreciated and understood before an 
Architect can start to design. This 
being so, it must be admitted that to 


teach Architects in a way that leads 
them to believe they are designing 
when they produce a good-looking 
drawing in their first year is, to put it 
simply and mildly, leading them astray, 
but worse than that, it is leading the 
Schools astray! ! 

There is time for the Staff to teach, 
and for the Student to effectively 
absorb, the deeper foundations of basic 
knowledge required to lead on to the 
most imaginative designs. And the 
remedy in a few words is “take it out 
of drawing that is no better at best 
than graphic design”. But as Architec- 
ture is so much a visual matter and 
drawing is so effective a means of 
communication as well as such an 
attractive pursuit, it is necessary to be 
very careful when making adjustments 
of time in the school curriculum. 


Suggested methods 

Only “natural” methods will be suc- 
cessful. For example, an enlivening and 
extension of the essential studies in 
Structure, Function and Economics to 
the point where “there is no time” for 
elaborate board and teesquare drawing. 
Strong encouragement to sketch and 
photograph People, Buildings and 
Objects in spare time. As in our office 
we are trying to cut out board and 
teesquare work by using faintly 
squared paper (in a way a mechaniza- 
tion of drawing), it seems almost 
practicable now to eliminate the tee- 
square and most drawing instruments 
in the schools. It seems necessary to 
help students to understand the depth 
of imaginative thinking needed to 
visualize functions, the flow of struc- 
tural stresses, of air currents, of the 
effects of wind and weather and indus- 
trial pollution outside a building, and 
to appreciate that all these demand 
much more of the imagination than 
producing patterns on paper, arresting 
and pretty though they might be. 

It seems necessary to help students to 
understand that while ideas matter in 
design, the best ideas for a building 
design arise naturally out of the con- 
ditions and not merely out of a self- 
conscious seeking in externals. Only in 
this way is it possible to develop the 
attitude that sees wholehearted devo- 
tion to the matters of the job in hand 
as a desirable end in itself and not 
merely a means (often seemingly dis- 
agreeable) to the end of a monument 
to the designer (so-called). Only in this 
way will it be possible to develop 
Architects capable of rising above their 
circumstances, of making a _ whole 
greater than the sum of the parts 
because having acquired a firm grasp 
they can handle them. 

If the entrance level is raised it fol- 
lows that many boys will enter Schools 
of Architecture having a good know- 
ledge of the Mathematics and Sciences 
necessary to a full understanding of 
structure and materials; then, im- 
mediately after entry, is the time to 
extend and strengthen these basic 
knowledges. 

The student will hardly ever be in 
a better position to benefit from such 
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further training. Knowledge of the 
nature and behaviour of heat, light and 
sound, and of chemical reactions are 
all present, awaiting extension and 
application—it seems folly to postpone 
or curtail this in the pursuit, however 
delightful or speculatively developing, 
of graphic design. It may be going too 
far but I would put encouragement to 
develop an ability to play the piano 
as high as wielding a pencil in the pro- 
cess of developing taste and sensibility 
in the Student's early years; certainly 
the ability to use a camera, to dis- 
criminate in choice of dress, objects 
and music, are all necessary attributes 
to foster in the beginning, as comple- 
mentary elements in the main diet of 
acquiring the know-how necessary to 
design in the sense already described. 


Some conclusions 

Once it is accepted that Architecture, 
like all creative arts, will derive its best 
inspiration from a selfless devotion to 
those human and material aspects 
peculiar to the time and place of its 
creation, which is, in brief, a statement 
of the nature of design, then the nature 
of the designer and the nature of his 
training becomes clear. 

To recapitulate and develop what 
has been said, the Architect needs a 
calmness and poise of mind that can 
work and wait for beauty, not pursue 
it superficially and vainly: a capacity 
to visualize and understand with sym- 
pathy the activities of people—this 
implies also a capacity to respect the 
past activities of people, particularly 
the designers and builders (often the 
same persons) of past ages. 

A capacity to visualize the flow of 
stresses within all the elements and 
parts of a building right down to a 
door handle and the capacity of all 
these parts, where they can, to act 
together. 

A capacity to visualize the actions 
of wind and weather on exterior edges 
and surfaces, a capacity to visualize 
the action of cleaning, maintenance, 
and actual use, on interior edges and 
surfaces. 

A capacity to visualize the effects 
of air movement, radiant and other 
forms of heat, of light and sound, as 
they affect the physical comfort of the 
users. 

A capacity to assess economic 
priorities and so to control, within 
specified limits, the disposition of 
finance. 

A knowledge of the chemical com- 
position and physical nature of 
materials. 

A knowledge of the possibilities of 
tools and machines that form, 
assemble and erect and of the men 
who operate them. 

A capacity to speak and to write 
clearly, to draw and to use a camera, 
in short to communicate. 

With all these a capacity to think 
comprehensively, and a positive pas- 
sion to bring to the highest possible 
conclusion simultaneously all the con- 
siderations that are conscientiously 
seen to be valid. 
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John Smith AADIP, ARIBA 


An atmospheric drawing of a 
design for five houses in Hampstead: 
Clarke (Poly day 3rd year) 


ine oo architecture in school 


In this feature exhibitions of work by students at the Polytechnic, Architectural 
Association and Bristol School of Architecture are reviewed by John Smith 


THE annual exhibitions of work staged 
by our schools of architecture are 
never without interest and it is per- 
haps unfortunate that the profession at 
large finds little time to visit them. It 
is true that they are often hastily 
staged affairs, seldom publicised in 
advance, open for too short a period 
and then at inconvenient times, and 
are perhaps too consciously designed 
for visiting mums, dads and school 
governors rather than for the more 
discerning inspection of older profes- 
sionals. It is also true that the schemes 
exhibited are usually selected by the 
staff giving an establishment bias to 
the view of the work of the school, a 
view that is further coloured by 
apparent contradictions in the actual 
method of selection with its factor of 
“exhibition suitability”, a factor too 
often synonymous with slickness of 
presentation. Inevitably, good work 
may be rejected because it does not 


display well and inferior work be 
included for its brilliance of presenta- 
tion. The picture of the school that 
emerges is therefore distorted (and 
detecting the twists is a fine game for 
the critic and school baiter) with the 
individual items of work displayed 
always of interest and sometimes im- 
portant. Events such as these enable 
the outsider to see something of what 
is going on in a,school (if only a very 
small part of ‘the whole) and are 
thoroughly worthwhile. A few hours 
spent looking into the students’ work 
and one sees in microcosm our archi- 
tectural dilemma. Given the oppor- 
tunity of seeing the work of more than 
one school, noting the similarities and 
contrast, the universality of the 
dilemma becomes apparent. This year, 
the exhibitions at the Polytechnic, the 
AA and Bristol were somewhat similar 
and yet the three schools vary con- 
siderably in size and character. 
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architecture in school 


The Polytechnic 


With its separate day and evening 
courses, the Poly is by far the largest 
of the three and in fact it is the second 
largest school in the country, the 
Northern Polytechnic having a slightly 
greater number of students. Totally 
inadequately housed in surroundings 
of the dreariest institutional squalor, 
the air fragrant with the scent of Jeyes 
Fluid laced with Ronuk, and combat 
ing, in addition to its environment, 
the deep-rooted and traditional in- 
feriority feelings in both its staff and 
students, the Poly has in recent years, 
and in spite of all its difficulties, 
greatly improved its standing. The 
work produced has been of a quality 
to place the Poly amongst the best 
schools in the country. This year’s 
large and rambling exhibition showed 
that the standard is being maintained 
although the sense of excitement and 
spirit in the school that three years 
ago produced “bowellism™ and the 
magazine Polygon was less evident. 
The work of the day and evening 
schools exhibited separately, 
enabling comparisons to be made 
between the two courses, both of 
which are now fully recognized for 
exemption from the RIBA Finals. 


Generally speaking, the standard of 
the day school work in the lower years 
was superior to that of the evening 
students, but in the later years this 
difference was not so_ noticeable, 
several of the final Thesis schemes pre- 
pared by evening students being of a 
remarkably high standard. Stylistically 
in both sections the designs ranged 
from fashionable chunky brute to 
latter day bowellist fantasy with the 
occasional “square” scheme employ- 
ing curtain walling. As usual the 
designers of the more flamboyant 
schemes showed few drawings demon- 
strating how their designs might be 
built (presumably there is too little 
time for such a mundane matter) and 
yet one felt that as far as a knowledge 
of conventional building techniques 
goes the students are probably no less 
competent than their professional 
peers. This point, corroborated in the 
work of the other two schools, is one 
that will be returned to in the final 
summary 
* 

Also on show at the Poly was work 
by students of the Departments of 
Surveying and Town Planning, a 
project for a new town at Great 
Missenden in the latter section being 
the only item of distinctive merit. 
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Two thesis schemes: (A) Cluster 
2 pattern ; sub-centre: David Owers. 
(B) Suitably grim and along way to 
jump ; Dartmoor Prison Section: 
B B. Massey (Poly day Sth year) 


A 
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Top, a penthouse club in the bowellist tradition: Ian Horton (Poly evening 
4th year). Under, maritime museum: Robin Lovell (Poly evening 6th year) 


(C) A third thesis: Ingenious planning 
solution with the buildings looking a 
bit like barnacles. Teignmouth 
waterfront redevelopment: Osgood 
(Poly day 5th year) 
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The AA 

As everyone knows, the AA is one 
of those institutions that are always 
described as unique. Proud and jealous 
of its reputation as a leader in the field 
of education, and often as maddening 
to the outsider as it is frustrating to 
those inside, the AA yet manages to 
stay out front. In true aristocratic and 
ostrich-like fashion it hates being told 
that more backward schools are fast 
catching it up; and perish the soul 
with the temerity to suggest that it has 
in fact been overtaken. But just as in 
regarding a leader one is justified in 
looking for the essential qualities of 
leadership so, at the AA exhibition, 
one expects to see evidence that the 
work is better or has some additional 
qualities than that produced else- 
where. As the years go by, so this 
evidence becomes increasingly difficult 
to discern ; which does not mean, of 
course, that the AA is backsliding, 
but does prove that tremendous strides 
have been made in other schools, 
many of which having incorporated 


into their curricula, and further 
developed, originally AA-inspired 
reforms. 

* 


The well-presented and easy to 
follow exhibition was smaller than 
those of previous years. Most projects 
were adequately illustrated and it was 
helpful finding the set programmes 
exhibited. The general impression 
conveyed was one of workmanlike 
thoroughness lacking somewhat in 
spirit and enthusiasm. From the work 
shown one feels that the AA student 


today is almost as repressed as his 
professional counterpart, working to 
rule, and holding his imagination and 
natural exuberance in check. Only to 
the most timid amongst us can this 
restraint be entirely commendable, for 
in students and the work they produce 
there should surely always burn the 
spirit of revolt. 

Faced with a programme that 
included luxury housing at Regents 
Park, the 4th year contained no one 
(apparently) bold enough to challenge 
the idea of building luxury housing 
there anyway, and only one student 
had the wit or courage to preserve the 
Nash facades to the Park. From the 
evidence, a social conscience is one it 
would seem unfashionable to possess. 

Of course there were the occasional 
somewhat preposterous schemes, in 
cluding a curiously pre-Raphaelite 
4th year housing scheme with a 
Kremlin-like quality and no sign of 
Marx anywhere. But these were as 
dying gestures in the bleakness of 
brute conformity. 

Models were there in profusion—a 
field in which the AA has always 
been supreme; there were many fine 
drawings to disprove the old belief 
that AA types are only good at draw- 
ing their salaries ; and for a brief spell 
there was even an entertaining and 
hastily contrived salon des refuses (the 
dustbin) organized by students, but 
this was speedily suppressed by the 
school authorities. These were the 
brighter and nicer things about an 
exhibition that was disappointing 
because one expects so much more. 
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Cleverly planned in the left-open- 
chest-of-drawers fashion. Mass 
housing thesis: Above, section, 
below, perspective: Colin Henry 
(Poly evening 8th year) 
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TOWN CENTRE 
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NEW TOWN 
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Above and left, Great Missenden new town 
project, with skilful use of the natural 
terrain: J. Martinez San Jose and Peter F. 
Stonebridge (Poly Town Planning). Below, 
three of the sketches in a copiously illustrated 
report, Aylesbury redevelopment thesis: 
Garth Janssens (Poly evening 8th year) 
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Bristol 


In comparison with the Poly and AA, 
the RWA School at Bristol is small. 
The setting and atmosphere is pro- 
vincial and down to earth. The city 
boasts a hard core of old guard archi- 
tectural firms enlivened by a small 
ginger group of post-war practices. 
There are few, if any, of the now 
middle-aged FOB type “boys” who 
have gummed up the works of the 
modern movement elsewhere. The 
distinction between the old and the 
new in architecture, as in the affairs 
of the city and politics generally, is 
fairly sharply defined. In this environ- 
ment the Bristol school and_ the 
younger architects associated with it, 
fulfil an important cultural function 
in the community, in sharp contrast 
with the London schools, who operate 
quite separately and seemingly in a 
cultural vacuum, It is hardly surpris- 
ing that the work in the exhibition at 
Bristol reflected this difference of 
approach. 

The work generally was of a stan- 
dard comparable to that of the two 
London schools with a pleasant blend 
of competence and imagination. Many 
of the designs were in the fashionable 
chunky brute yet slightly effete style 
like Cliff Richard’s songs in brick and 
concrete—a very much Living Doll 


architecture, with nobody quite know- 
ing how it is to be put up, but for the 
present it “sends” you. But if there 
was the inevitable sense of unreality 
in the architecture produced, several 
of the programmes posed real prob- 
lems indeed. Difficult areas in the 
district (such as Hotwells) have formed 
the subject for redevelopment by 
senior students, and the results of 
their researches and final schemes 
have been inspected and noted by the 
local authority. Third-year students 
under the auspices of the local Civic 
Trust have designed a scheme for 
cleaning up and repainting Old Market 
Street, a project which may well be 
carried out. There have also been joint 
programmes with students of the Bath 
Academy of Art. Schemes such as 
these help to create and maintain 
interest in the work of the school by 
both students and those outside and 
it is here that the London schools 
could well take a leaf from the Bristol 
book. Did any London school attempt 
to tackle the Piccadilly problem at the 
time of the famous enquiry (for 
example)? It would seem not, for no 
schemes have been published, and it 
has been left to the enterprise of a 
London newspaper, The Star, to pro- 
mote a competition the conditions for 
which might well have formed a school 
programme many months ago. 
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Housing at Nassau, Bahamas. Thesis, Above, detail of layout. Below, perspective. D.S. Cartwright (AA Sth year) 
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Below, (A) one of the many fine models in 
the exhibition. Village hall structure: J.S. 
Abbott (AA 2nd year). (B) House at 
Hampstead: Carl R. Rees (AA \st year). 
(C) Of somewhat indeterminate scale and 
typical of its genre. Supermarket: Bridges 
(AA 3rd year). (D, facing page) Starting 
with a village study in the second year, 

in the third they tackle a small town. 
Aylesbury redevelopment: Farrow, 
Evans and Dunham (AA 3rd year). 

(E, F) Luxury housing at Regents Park. 
Above, model of an appropriately 
expensive looking scheme: H.W. Tang 
and B. Knight (AA 4th year). Right, 
another solution to the same programme 
provides the problem scheme of the year. 
An eyebrow raiser in the AA tradition: 
Q. Terry (AA 4th year) 
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architecture in school 


Summary 

In considering together the work dis- 
played in these three exhibitions 
several factors emerge which may be 
of interest. It has been suggested that 
the students’ schemes, so similar in 
many ways in all three schools, 
emphasize a common dilemma that 
confronts not only students but many 
members of the profession, Seen in 
the simplest terms, the alternatives are 
whether to try to do that which you 
believe to be right yet which you 
cannot do, or to do that which you 
can do yet you believe to be wrong. 
Students and the staff who guide them 
are, like most of us, inconsistent in 
the way they tackle this problem. In 
the field of abstract design (or archi- 
tecture) it is the first alternative that 
is selected—give the boy his head, spur 
him on—conventional answers will be 
rejected quite naturally, and perhaps 
rightly also, and a new style or styles 
will be born; an architecture inspired 
by anything from animal to crystalline 
forms, sculptural in concept and often 
inhuman—detached so far from 
reality that it defies realization. This 
does not invalidate the architecture in 
embryo produced, but well might an 
old man say on looking at some of 
these schemes, “Once the schools were 
all Jaggard and Drury, now alas they 
are jagged and dreary”. 

Yet in other fields and notably those 
of practical exercises involving the 
production of working drawings, it is 
the opposite approach that is adopted. 
Bold and unconventional designs are 
forced backwards into a contemporary 
or historic technological and legalistic 
(byelaw) straight jacket and, whilst 
the resultant sets of drawings may 


please an External Examiner, for 
whose sole consumption everything 
the student produces appears ulti- 


mately designed, it seems unfortunate 
that for the sake of expediency the 
architecture has been abandoned. Why 
cannot the approach to design in the 


abstract that is tolerated and encour- 
aged, be applied equally to the more 
mundane aspects of building? Express- 
ing the search for a new technology 
and devising the method, however 
novel, by which the student visualizes 
his design being built, could produce 
an element in these exhibitions as 
stimulating as much of the initial 
design work itself. To seek .to lead in 
one field and not in the other is a 
contradiction of purpose that can only 
lead to bewilderment for the student, 
disappointment for the staff, and a 
confused reaction in the profession in 
which the student must ultimately take 
his place 

In raising this issue, which may 
seem fundamental, it is not the inten- 
tion to pillory the schools but, just 
as many students at present appear 
unsure of themselves and bewildered, 
so the schools appear uncertain of 
their precise function. Are they there 


to turn out architects as their name 
implies, or assistants, or assistants 
who will ultimately become archi- 


tects, or all three, or what? Are they 
to produce machines that will func- 
tion independently, or specialized 
components for larger machines? This 
is not the place to discuss the vexed 
question of the two- or multi-tiered 
profession with all its concomitant 
problems, but it would seem necessary 
in the present confused situation for 
each school to clarify and make known 
its Own views on these matters so that 
students are aware of developments 
mooted and in which they may find 
themselves involved. For this question, 
together with the other difficulties con- 
fronting those concerned with educa- 
tion and the profession, deserves the 
widest possible discussion. 


* 


There are several other aspects of 
the problem which seem worthy of 
further consideration. It has already 
been suggested that one of the troubles 

continued on page 336 
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A public house by Adrian Sansom. 
Above, a nice chunky model and 
(facing page) the plans work out 
like this (Bristol 3rd year) 


Above, handgrip programme. 
Table knife: Peter Coe (Bristol 
lst year). Beiow and facing page, 
a year project that may well be 
carried out. Proposed facelift for 
Old Market Street (Bristol 3rd 
year) 
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A public house by Adrian Sansom Above, housing thesis by Timothy Tinker. Top, axonometric 


of typical fin block and terraced units. Under, plan and 
axonometric (AA 5th year) 
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continued from page 334 

at present is that whilst at one level 
the reality of a project can lead to 
imaginative work, at another (wrongly 
assumed to be lower) the reverse 
process occurs. Were the schools able 
to conduct technological research in 
such a way that they became true 
teaching laboratories, able to propose 
and develop advanced building tech- 
niques by their own initiative, the 
present debilitating nature of this side 
of the school work could be trans- 
formed to one of stimulation. This 
implies a new and additional function 
for the schools, placing them in the 
forefront of the development of both 
architecture and education. 

It also implies that changes in 
attitude within the schools will be 
necessary, The established structure of 
courses will need to be overhauled ; 
the horizontal watertight year pattern 
may need to go, to be replaced by 
vertical groupings; the-near sacred 
order of design from one little box to 
a highly complicated set of boxes may 
even be reversed ; socio-political and 
economic factors may again be 
debated within the school, as they were 
briefly in the period just before and 
immediately after the last war; and 
changes in the type and method of 
staffing may have to be made. Then 
will the schools be able to function 


more efficiently and usefully to serve 
both the profession and the regions 
and communities in which they are 
established. Student, post-graduate 
and staff effort is a commodity too 
useful and precious to be wasted, as 
much of it is at the present time. 
* 


The three schools whose exhibitions 
have here been discussed are each 
facing changes in addition to those 
which involve architectural education 
generally. The Poly is destined to 
become the architectural school within 
the proposed new College of Archi- 
tecture and Building; the AA, whose 
present principal, Michael Pattrick, 
retires in 1961 after a record innings 
of 10 years, is contemplating major 
policy changes; and Bristol, only 
recently recognized for exemption 
from the RIBA Finals, is facing the 
further development such recognition 
usually entails. They are three good 
schools for whom the future holds 
much promise. Perhaps their next 
exhibitions will reflect still further 
some of the trends that have been 
mentioned. Meanwhile, the BASA 
conference at Oxford next week will 
provide students with a good oppor- 
tunity of further discussing and debat- 
ing the many and varied problems of 
architectural education. 
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Above, structural model of 
Hotwells project: Peter J. Floyd 
(Bristol 4th year). Photos of the 
Bristol school work were taken 
by Adrian Sansom 


Below, one of several interesting 
schemes for Hotwells, a problem 
area in the district: Robin Wood 
ané@ Roger Tucker (Bristol 4th 
year) 
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Nestle headquarters at Vevey .. 


The American Institute of Architects has announced that the Reynolds 
Memorial Award for 1960 has been granted to the Swiss Professor 

of Architecture, Jean Tschumi, for his dramatic design of the ‘ Y’ shaped, 
seven-storey Nestle’s International Headquarters Buildings at Vevey, on 

the shore of Lake Geneva. The award is made annually to the architect 

who has designed the foremost contemporary structure in the world in which the 
creative use of aluminium could significantly influence the architecture 

of today 


The east elevation 
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THe Nestlé administrative building 
is situated in a large park on the shores 
of Lake Geneva. 

It comprises five storeys above 
ground level for the offices and a sixth 
storey for a restaurant, dining rooms, 
hall. smoking room and conference 
room. Of the designs studied the 
asymmetric “Y” has been chosen for 
functional reasons and because of an 
aspect which is extremely favourable 
for all the office rooms. 


Construction 


The basement (which contains a 
large garage and general service 
rooms), together with the ground 
floor, is constructed of reinforced con- 
crete. Above this, steel construction is 
used. Floors are of corrugated sheet 
metal welded on to the joists and 
covered with thin flags of concrete, 
reinforced with a trellis. Oblique 
gables at the end of three wings of the 
building form a large reinforced con- 
crete wind-brace. 

The whole building has _ been 
designed so that detachable partitions 
can be erected on the centre line of 
window mullions in the five office 
storeys and they provide good sound 
insulation with respect to neighbour- 
ing areas. 

The entrance porch has _ been 
designed to sympathize with the 
remainder of the building, and by its 
form and thickness of sections consti- 
tutes a pure expression of aluminium. 
continued on page 342 


fins are combined with horizontal strips for additional protection 
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Above, the east elevation with ( facing page) an oblique shot of the main 
entrance (west) elevation. Vertical aluminium fins on these faces 
help to exclude the sun, while on the south elevation (below) these 
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Ground floor key: 1. Managers’ entrance. 2. Main hail. 3. Staff hall and 
staircase. 4. Staff entrance. 5. Mailroom. 6. Offices. 7. Sickroom. 

8. Main cashier's office. 9. Reception—waiting room. 10. Office telephone 
switchboard. 11. Telephone exchange. 12. Motor car servicing. 

13. Park. 14. Garage entrance. 15. Garage——-way out. 16. Service yard. 


GROUND FLOOR!IPLAN 
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Above left, a personnel restaurant on 
the sixth floor. Right, a typical office 
with a view over Lake Geneva. 
Structural details indicating the extent 
to which aluminium finishes have been 
used in this building are shown right 
and on the facing page. An aluminium 
canopy over the main entrance is 
detailed on page 343 
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Right, vertical and horizontal sections 
through the south facade. The building 
is clad extensively with aluminium 
alloy sections having a slightly variable 
finish to give contrasting tone values. 
Glazing between these members 
consists of one layer of blue 
non-conducting glass with double 
glazing as insulation, The aluminium 
is also backed with foam glass 
insulation. Below, horizontal section 
through vertical fins on the east and 
west elevations. Above, a detail of one 
of the secondary staircases 
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continued from page 338 
Services 


Because of the large areas of glass 
used, special attention has been paid 
to providing interior comfort. The 
whole building is air-conditioned, 
using the latest improvements to a 
high-speed system (double duct) with 
separate thermostats in each room. Air 
intake is provided for under windows 
without any noise and without creat- 
ing a draught. The recirculated air is 
extracted at the rear of offices above 
the doors through sound-proofed 
ducts. In principle, windows are kept 
closed but they can, nevertheless, be 
opened by pivoting vertically. They are 
made of a blue non-conducting glass 
on the outside with a double layer of 
insulating glass on the inside. A slatted 
blind which is lowered automatically 
is fitted between these members. 

In order to diminish the power of 
the sun (the window cill is only 12in 
high), much work has been done on 
designing the sun blinds. On the east 
and west sides, vertical strips support 
a horizontally projecting sun blind. 
All these windows and sun blind units 
are made of aluminium alloy. 


Finishes Above and below, two 
The concrete of the ground floor views of the entrance 
columns together with the soffit of the canopy. Constructional 
first floor “platform” is left “fair outline to this canopy is 
face”. Above this, the window grid is shown on the facing page 


partly aluminium alloy with a natural 
oxydized colour and partly an 
aluminium alloy with the addition of 
silicon (perfected especially for the 
Nestlé building) which becomes grey 
by natural oxidation. The whole 
architectural effect of colour on these 
large facades has been obtained by 
using contrast in these various 
materials. 
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CANOPY PLAN AND SECTION 


DETAIL SECTIONS 


Above and left, the 
entrance porch has 
been designed to 
sympathize with the 
remainder of the 
building and by its 
form and thickness 
of section constitutes 
a pure expression of 
the material. 
Constructed of three 
millimetre 
aluminium alloy for 
the horizontal 
members and five 
millimetre for the 
sloping flats forming 
the V-outline by 
pressure of a 
lock-nut ; it is 

14ft 6in long with an 
overhang of \\ft 


Top and centre, a 
double spiral 
staircase at the 
centre of the plan. 
Right, a small 
staircase which gives 
access to ventilating 
equipment 
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Interior and exterior views of the main 
entrance hall and ground floor 

treatment show a remarkable 

consistency in design. This is reflected 

in floor and paving patterning, and the 
modelling of columns, ceiling or slab soffit 


if 
: 
ify 


The R.I.B.A. does, and so do other professional bodies and local authori- SEND NOW for your free copy of 

ties throughout the country. And, of course, they are all made to Bs2760. the Pitch Fibre Pipe Manual a 
But the warmest approval. comes from the architect and builder on site ee ee 
who find that their problems of time and cost have been reduced by PITCH FIBRE PIPE ASSOCIATION . 
standardising on pitch fibre. OF GREAT BRITAIN 


27 Chancery Lane, London, wc2 
Seven reasons why pitch fibre cuts your costs : 
Please send me your manual ‘Pitch 


¢ Laying, testing and backfilling are simple ¢ Pitch fibre pipes are light, non-brittle Fibre Pipes’ 
and swift—-rates up to 500 ft. an hour and precision made to Bs 2760. f 
can be achieved with semi-skilled labour. © Wastage caused by breakages on site is 

© Corrosion, root penetration, water infil- _ drastically reduced. : 
tration and cracking through settlement ¢ Concrete haunching and cement joints 
are all eliminated. are unnecessary. ’ POSITION 

© Schedules can be maintained regardless © kmproved hydraulic flow makes flatter : . 
of weather conditions. gradients possible. ORGANISATION 


NAME 


Pitch Fibre 
ISSUED BY THE PITCH FIBRE PIPE ASSOCIATION OF GREAT BRITAIN 


27 Chancery Lane, London, W.C.2. CHAncery 6001 


THE KEY ENGINEERING CO. LTD * TEMPLE TUBES LTD + UNION FIBRE PIPES (GREAT BRITAIN) LTD + FLEXPIPE LTD 


TGA 


= 
s a 3 

P 

} 

: 

— 


58 The Architect and Building News, 14 September 1960 


the pipes and into the 
Poupposel Weve iron pipet. 

Everghody sail were best, 

“Solid and all that. One 


an 


thinks about pipes: really. 
Yl if they have a complex about 
am a cast iron pipes’ 


rainwater and soil goods divisionof ALLIED IRONFOUNDERSS cettey sHropsuire 


TEL: WELLINGTON 510 (OR FALKIRK STIRLINGSHIRE 2441) 


< 
it 
7 
: 
3 
- 
=> 


information digest 


OFFICIAL PUBLICATIONS 


@ New Houses in the Country. Ministry of Housing and 
Local Government. 


This little booklet might have been designed as an admonish- 
ment to country-lovers who see nothing wrong in building 
their retreats sporadically in all areas of high scenic value, 
of whom it would appear the advertisers in the Personal 
column of The Times recently may be typical : — 

“Would owner of paddock, meadow, woodland, etc., 
in Sussex (or W. Surrey, Kent) consider selling to two 
country-lovers seeking peaceful rural site (with views) for 
erection elegant house (central heating) designed to har- 
monize with landscape. Daily reach London.” 

The booklet tells people why they cannot be allowed to 
build just wherever they think attractive. The foreword 
says that unspoilt open country has receded further and 
further from the townsman. Building of new houses in 
the countryside must be severely controlled to preserve land 
for agricultural use. Infilling of villages is encouraged 
(nothing said about purchasers being local residents only) 
or back land may be developed. Ribbon development must 
be avoided. Lack of public services may, however, prevent 
building. Building in open country is strictly controlled 
everywhere, to prevent building by a great many people 
who now wish to build there, resulting in houses being 
dotted all over the countryside or strung out along country 
roads. Green or agricultural belts exist around all villages 
and may not be eaten into except where land is specifically 
zoned for building. An existing building may, by repair 
and alteration, be given a new lease of life but reconstruc- 
tion, involving demolition, may not be allowed. Design 
and appearance of new suitably sited houses are carefully 
controlled, as is the felling of trees, while, in the last para- 
graph, the text finishes with a welcome prompting to employ 
an architect. 

A modest little booklet which should help Local Authori- 
ties, to whom it has been issued, by deflecting the wrath of 
thwarted intruders into the countryside. Copies are avail- 
able free to all who are interested. 

It is a useful statement of policy in an attractively 
coloured cover, quite unlike a Government publication. 
What one would now like to know is how some schemes 
get through, such as the new little bungalow in the bend 
in the road in the parish of Furneux Pelham! 


@ Underground Drainage: Questions and Answers. BRS 
Digest No. 134. HMSO. Price 4d, plus postage. 


Information Digest of 25.11.59 gave briefly the subject- 
matter of BRS Digests Nos. 124 and 125. It seems that 
these aroused considerable interest in the National Federa- 
tion of Building Trades Employers whose Research and 
Technical Information Committee subsequently had a 
meeting with the BRS. The new Digest reports this 
meeting. 

Digests 124 and 125 indicated that new procedures should 
be adopted. The BRS agreed, following investigation of 
many failures in sewers, recommending that (1) the strength 
of pipes other than ceramic (i.e. presumably asbestos- 
cement or pitch fibre) should be capable of sustaining the 
weight of backfill and surface loading. Ceramic pipes 
should be capable of taking 14 times these loads, (2) the 
pipeline should remain watertight, so must have adequate 
axial flexibility and extensibility, being so supported by 
bedding and foundation as to avoid fracture by secondary 
loads and forces and (3) jointing must be resistant to 
physical and chemical failure from ground and waste. 

Figure L in Digest 124 was referred to, being designed for 
drains under private roads only, while the steep rise in 
the curves occurring where depth of cover was less than 
4ft was due to direct loading from vehicles, a loading which 
became dispersed into the adjoining soil at greater depths. 
As to flexible joints, these cannot work unless the concrete 
bed has joint gaps coinciding with the pipe joints. The 
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need to select fine and consolidating material for the initial 
backfill was explained in that the strength of the pipe body 
may be increased by as much as 80 per cent by this means, 
using gravels or small broken stone, possibly with sand 
or grit, while cover could be ballast up to jin. Screened 
ashes could be used but there was risk of chemical action 
on Portland cement pipes. 

When trench digging is done by machine it is cheaper 
to “over-dig” a little and backfill with suitable material 
than to hand-trim to exact levels, also giving better bedding 
for pipes where concrete beds are not specified. It also 
avoids the risk of large stones being left in the bottom 
which could damage the pipe. 

Another question was when factory-strengthened pipes 
would become available, the answer from the BRS being 
that adequate crushing strength for most conditions is 
given in a number of sizes and qualities, these being listed 
in Digest No. 134. BS 65 is being revised and will provide 
for strength ratings for pipes of various material being 
laid down. 

That tests on drains should be made after one year 
resulted in the BRS explaining that contractural procedure 
was not a matter for a Digest but, even allowing that the 
Defects Liability Period would not nowadays be 12 
months, failure at that time could probably be shown to 
be due to mortar joints being specified or the pipe having 
been bedded on a hard lump, or there had been careless 
backfilling. The effect of the full four seasons on the 
drain was desirable to prove its efficiency. 


@ Densities in Housing Areas. BRS Tropical 
Studies No. 1. Price 10s. 
Buildings for the Storage of Crops in Warm Climates. 
BRS Tropical Building Studies No. 2. Price 4s 6d. HMSO. 


Density in the tropics has a somewhat different meaning 
from the European one. In the tropics one may prefer 
to sleep out of doors, one will certainly seek shade and an 
arrangement of roads that induces a cooling breeze will be 
welcomed. Such considerations have led the author of 
Study No. 1, P. H. M. Stevens, ariBa, AMTPI, to adopt 
bases of comparison which differ from the accepted ones, 
being Floor Space Rate and Housing Area Density. For 
quick appreciation of these two bases Mr. Stevens also uses 
the Housing Area Ratio, derived from the product of the 
a bases multiplied together divided by one acre in square 
eet. 

The Floor Space Rate is the amount available per 
inhabitant, which, in a South African township is as low 
as 20, against a Housing Area Density of 174. In the 
same scheme, however, the highest Floor Space Rate is 
200 sq ft which gives a Density of only 17. The 
overall Housing Area Ratio is 0-08. In a scheme in Malaya, 
the same extremes of Floor Space Rate give respectively 
305 and 30 Density, the Area Ratio being 0-14. In Morocco 
the comparisons give Density on the same bases of 653 
and 65, the Ratio here being 0-30. Turning, inevitably, 
to Singapore, a Floor Space Ratio of 20 has Density of 
1,329, while 200 has 133, the Ratio here being 0-61. This 
might well have been expected to be the highest Density 
but Drancy, Paris, at 20 Floor Space Rate has Density of 
1,699, or at 200 of 170, the Ratio being 0-78. The top figures 
are in fact found at Hong Kong where, at a Rate of 20, 
the Density is 5,489, or at 200 is 549 when the Ratio is 
2-52. The key-plan of this scheme shows how crowded 
the site is while the photograph, confirming the crowding, 
shows beyond the 12-storey buildings the bare rounded 
hills. The instances quoted are all illustrated by plans 
and photographs, as are all the examples of develop- 
ment studied, and the author emphasizes the point that 
crowded development, by its environment may in fact be 
less oppressive than the figures and layout suggest, as in 
the Hong Kong case quoted where the sea borders the 
site on one front. 

From this work it is apparent that conventional ideas 
of density must be eschewed when planning for the tropics. 
for the mode of life is as different from that of the northern 
European as is the climate. : 
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The second Study, of less general interest, has in its Way 
just as much importance for the living standards in the 
tropics. The author is W. H. Ransom, who describes 
traditional storage methods and describes design principles 
and building materials. Moisture is the main enemy in 
encouraging bacteria, insects and mould growths. Given 
dry and weather-tight and, in some instances, air-tight 
buildings for grain storage the wastage is greatly reduced. 
An air-tight store inhibits insects and mould, even when 
these have commenced development, by the exclusion of 
the fresh oxygen needed to sustain life. Illustrations show 
some interesting designs for stores as built in West Africa, 
Singapore and Cyprus. 


® Sand and Gravel Production 1958-1959. 
Works. HMSO. Price 1s 3d, plus postage. 


Last year’s working made a new record in the UK of 
55 million cu yd and is about 12 per cent more than during 
the previous year taken over the whole country, while in 
the south-east the increase was about 30 per cent. There 
were no large reductions in output, a reduction of 92 cu yd 
being noted in off-shore working in Wessex and about 
80 cu yd in the Kidderminster district. 


Ministry of 


Above: model of the Helicoide de la Roca Tarpeya. Below: 
The ‘Picasso’ bridge outside Wuppertal 
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@ Fuel Consumption in Schools (Second Supplement). Tests 
with Coal-fired Automatic Stoker Warm Air System. 
Ministry of Education Building Bulletin 13. HMSO. 
Price Is, plus postage. 

The First Supplement to Builetin 13 was issued in 


December, 1957, the subject being fuel consumption of an 
oil-fired warm air system. The next test used a similar 
heating system using stoker-fed solid fuel but because the 
information derived was not wholly satisfactory further 
tests were made in six schools during the following 12 
months. Both of these are reported in the present 
Supplement. 

Because the school subjected to the earlier test was a new 
one there was no possibility of a comparison of consump- 
tion in two years but the test is fully described in Section II. 
including a brief description of construction. In Section II 
the installations in the six schools are described and the 
control systems adopted are given, which allowed of alterna- 
tive early and late starting times for the stokers according 
to climatic conditions, also a period every morning when 
high-temperature water was produced to give rapid warm- 
ing of the schools at the beginning of each day. Some 
complications arose from the slightly differing require- 
ments in the schools, in that, for example, some were used, 
in part at least, during evenings. 

The recommendations include the provision of a time 
switch controlling the heating of parts used in evenings. 
This should be an automatic switch as manual controls 
had not proved satisfactory. An external thermostat would 
allow of closing down the boilers when warmer weather 
occurred towards the end of the school day. Circulating 
pumps should be independent of the stoker switch, enabling 
warm water to continue to circulate after the boilers had 
been shut down for the day; this could take effect during 
the latter part of the school hours. 

The conclusions include a statement that automatic 
controls can give considerable fuel savings, not only in 
Warm Air systems but also in hot water radiator systems. 
It has not been possible to give an indication of the financial 
aspects as the costs of fuels vary so much, but sufficient 
information is given to enable an inquirer to arrive at 
approximate figures according to his area. 


@ BS 2911: Part 2: 1960. Letter Plates: Standard height and 
fixing recommendations. Price 3s, plus postage. 
British Standards Institution, British Standards House, 2 
Park Street, London, W.1. Telephone: MAYfair 9000. 


This is a supplement to the BS of 1957 which dealt with 
letter plates. It gives the height limitations within which 
they should be fixed and recommendations where unusual 
positions have to be found. It might surely have been 
possible to make this Part as an addendum slip to the 
main BS. 


TRADE ASSOCIATION PUBLICATIONS 


@ Concrete Quarterly 45. The Cement and Concrete Associa- 
tion, 52 Grosvenor Gardens, London, S.W.1. 


This is another admirable number largely devoted to Brazil, 
Venezuela and Mexico, those Meccas for the designer in 
concrete. Prof. Luigi Nervi is not neglected, however, but 
only in reference to the award of the Royal Gold Medal. 

Brazil, with Brasilia, San Paulo and other centres has a 
number of impressive “slab” buildings but also some more 
intriguing shapes, including the Brasilia cathedral and the 
Copan building in San Paulo while the model of the Heli- 
coide de la Roca Tarpeya in Venezuela resembles a form 
of ziggurat—in fact, a hillock surrounded by shops, 
restaurants, etc., on receding spirals. 

There is also a section on recent German viaducts and 
bridges, marked by simplicity rather than elegance except 
for the “Picasso” bridge outside Wuppertal. 

Home affairs are also included, there being an interesting 
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PE’S aluminium 


UNITED STATES EMBASSY, DJAKARTA, INDONESIA 
Architects: Raymond and Rado, New York. 


Aluminium sunbreakers in two tiers each 148 feet long are 
ranged on east and west elevations in a galvanized pressed 
steel framework 22’ 0” high supported on mullions. 

Sunbreakers are of aerofoil profile, lined with Fibreglass and 
set at 45°. y 


One of many interesting installations of our metal sunbreakers in 
the tropics. 


HOPE’S WINDOWS HENRY HOPE & coi LTD 


SMETHWICK, BIRMINGHAM 
The Name Guarantees LONDON: 17 BERNERS ST., W.1 
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The Truscon Type 2 Precast Floor 
combines the best qualities of concrete 
and timber for 


SOUND INSULATION 
FIRE RESISTANCE 
AND ECONOMY 


This floor is ideal for flats, maisonettes, 
houses and hotels of all sizes. The units 
are light, simple to handle and form 
accessible service ducts within the floor. 
Quick delivery is made to all parts of Great 
Britain and a fixing service is available. 


PRECAST DIVISION, Truscon Limited, 
35/41 Lower Marsh, London SE! 
Waterloo 6922 


also at Birmingham, Edgbaston 4391-2-3; 
Bristol 21861, Glasgaw, Central 0157-8; 
Liverpool, Central 5281-2; Manchester, Trafford 
Park 2766; York 24594 
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section on multi-storey housing in Bristol, from 11 to 
15 storeys in height, all designed by the City Architect, 
Albert H. Clarke, FriBA, and the Deptuy City Architect, 
T. S. Singer, aripa. Bristol offers some exceptionally 
interesting sites on which these imposing blocks sit 
majestically. 


@ Utilisation of Home-grown Softwood Thinnings in House 
Construction. Research Reports A/RR/l and A/RR/4. 
The Timber Development Association Ltd., 21 College 
Hill, London, E.C.4. Price 3s 6d each. 


These Reports have been written by the Chief Architect 
to the TDA, E. Levin, artpa, and are based on experience 
first in an office building and then in a house. The studies 
arose from the problem faced by the Forestry Commission 
of finding uses for the increasing quantity of forest thin- 
nings and it seemed possible that these could be used in 
the construction of the Commission’s houses. 

The first trial is inadequately described in the Report as 
to construction beyond the statement that the external wall 
panels were clad with different species of home-grown wood. 
Some of these were insulated by lin sawdust cement in 
slab form, cavity and plasterboard internally. The BRS 
report on an experimental panel of this construction gave 
it a “U” value of 0-26. Comic relief is provided by the 
note that the users of the office demanded additional heat- 
ing for comfort which was then found to be 75 deg F! 

The facings used were Scots Pine, Corsican Pine, Japanese 
Larch, Douglas Fir and Sitka Spruce. The first, used on 
the east elevation, cupped badly, not being restrained by 
tongued and grooved joints and having no insulation behind. 
Corsican Pine and Japanese Larch behaved and looked well, 
having small knots only. 

In the second test, a panel system was adopted of 3ft x 4ft 
factory made, with vertical matching, 3in x lin in Scots 
Pine, Sitka Spruce and Japanese Larch, while the framing 
and carcassing were in Scots Pine. One of the objects of 
the exercise was to use material of short lengths. Insula- 
tion in this case was the cavity of the framing and 
aluminium foil-backed internal plasterboard applied on site. 

The report is inconclusive. The builders failed to work 
to specification, sizes were wrong, the roof tiling spread 
the walls because they were not properly tied and much 
delay ensued. Much more information might have been 
given. It seems the timber was converted in “a practically 
green state”, transported for kiln-drying, impregnation and 
drying. The Scots Pine facing was not impregnated or, 
one hopes, not kiln-dried? Structural members came in 
over-size, excessive allowance for shrinkage in kilning 
having been made. Joinery was of imported timber. 

The appearance of the house as seen in the photograph 
is passable but the differences in colour of the three kinds 
of facing woods had to be toned down with stain. One 
doubt expressed is the durability of the facings where end 
grain is subject to rain, there being no weathering at tops 
of the boards. Flooring on both floors is Scots Pine 
Sin x lin and 4in x lin impregnated, the ground floor having 
no ventilation under. The panels have become distorted, 
possibly from drying the members which subsequently 
became wet. The “U” value is not stated in this Report 
but the BRS have estimated this at 0-23. It may be noted 
that no lining paper was fixed behind the matching so 
any splitting must affect the “U” value. 


@ The Iron and Steel Board: What it is and What it does. 
Iron and Steel Board, Norfolk House, St. James’s Square, 
London, S.W.1. 


An explanation of the functions of this body is helpful. 
Derived from the nationalization of the iron and steel trade, 
it now functions as an advisory body both to industry and 
the government. Members of the Board are appointed 
by the government and its periodical reports are submitted 
to parliament, but the Board is not a government depart- 
ment. Three members are from the trade union movement, 
three from steel-consuming industries, two are steelmakers, 
one an ironfounder and one is experienced in research and 
development work. Of these, two members are full-time 
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and may not have any substantial financial interest in the 
trades. 

The Board tries to forecast the market position, so that 
production may be stepped up or kept on an even plane 
to suit conditions in up to five years ahead. The type of 
product, too, is important and the Board’s recommenda- 
tions for new strip mills are responsible for those now to 
be built with Treasury assistance. Industrialists put pro- 
posals for development to the Board which, with an overall 
picture of the country’s needs, may advise for or against 
or, in some cases, favourably but in another locality. 
Prices, too, are controlled by the Board. The method 
seems harsh yet works: the certified costs of production 
of well-managed economic units are used as the yardstick, 
compelling the less efficient to reorganize to become com- 
petitive. The tendency now, however, is to arrive theoreti- 
cally at production costs of a model unit and fix the cost 
of the product by these, thus always harrying even the best 
producers to find more economic processes. 

No price is stated for this publication. 


@ Solid Fuel the Modern Way. 
House, Grosvenor Place, 
SLOane 3401. 


The Coal Board is pursuing its new policy of advertising 
the merits of coal by bombarding various classes of 
customer. This booklet is aimed at Local Authorities, in 
connection with schools, baths, houses, flats, laundries, bus 
depots, etc. The main claim for. preference lies in the 
cost of heat from coal being lower than any competitive 
fuel, oil being specified as the main enemy. There is very 
little of technical interest in the publication, its factual 
statements being well known and generally accepted, includ- 
ing the one that bituminous coal properly fed is acceptable 
under the Clean Air Act. Small appliances are also referred 
to, suitable for dwellings. 


National Coal Board, Hobart 
London, S.W.1. Telephone: 


@ Annual Report 1959. The British Coal Utilisation Research 
Association, Randalls Road, Leatherhead, Surrey. Price 10s. 


Research in the use of coal is following some very 
interesting lines. Better combustion, better heat distribu- 
tion within furnaces, lower grit and sulphur emission, 
improved coal grinding for pulverization, complete gasi- 
fication of low-grade coal, improved stokers and chain 
grates, improved bunkering—these are some of the works 
in progress during the past year. Domestic appliances are 
included, as to smoke emission and sulphur release. No 
research seems to be applied to dust-free ash removal which 
is one of the major hurdles to be overcome, particularly 


Forester’s house at Joydens Wood. See Utilisation of Home- 
grown Softwood Thinnings in House Construction 
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in domestic use, although the publication reviewed above 
states that boiler houses can be “clean and bright”—and 
dust-free? 


@ Tanking with Mastic Asphalte. The Natura! Asphalte 
Mine-Owners’ and Manufacturers’ Council, 14 Howick 
Place, Victoria Street, London, 8.W.1. Telephone: VIC- 
toria 1600. 


The Foreword says: “When water has penetrated the 
interior of a building that has been ‘tanked’ with asphalte, 
it has invariably been due to (a) non-observance by the 
main contractor of the precautions necessary to protect the 
asphalte ; (b) the use of sub-standard quality asphalte ; (c) 
inexperienced asphalters ; or (d) extraneous circumstances, 
such as oil percolating through walls and affecting the 
asphalte”’. 

Vertical tanking may be external or internal, the former 
where working space is available and must allow for the 
6in width lap of vertical with horizontal asphalte. Where 
internal tanking is adopted it must be supported by an inner 
wall of 6in concrete or 9in brickwork capable of sustaining 
hydrostatic pressure. Alternatively, the non-structural wall 
may be external, backing up the asphalte with the structural 
wall. It is of the utmost importance that the joint between 
the supporting wall, if of brick, and the asphalte shall be 
grouted with mortar. 

Horizontal asphalte cannot always be applied success- 
fully to blinding concrete so should be on a sufficiently 
strong raft. A “ loading” coat of concrete should be added 
as soon as possible. Pumping of subsoil water to keep the 
level below that of the asphalte must be ensured con- 
tinuously and the tanking must be taken into stanchion 
pits, so as to give complete, unbroken enclosure to the 
basement. There is no reference to a method of sealing 
a well-point suction pipe through a tanked floor, which is 
necessary on sites enclosed by other buildings. 


TRADE PUBLICATIONS 


@ Quiet please: Acoustics and Noise Reduction. Bowaters 
Sales Company Ltd., Bowater House, Knightsbridge, 
London, $.W.1. Telephone: KNIghtsbridge 7070 


Any device which may bring about a clearer understanding 
of noise reduction is welcome. Bowaters, in this publica- 
tion, have avoided treating the subject as one of weighty 
scientific complexity by a light-hearted treatment with all 
stages approached by small steps. Mathematical solutions 
alone may not convince anyone of the efficacy of a pro- 
posed solution: guinea pigs are much more reliable. The 
“guinea pigs” in this case were three groups of naval ratings 
who were given simple problems in mental arithmetic to 
do, in differing conditions of noise or silence. This test was 
carried out by the British Medical Council with the co- 
operation of the Royal Navy. One significant point appear- 
ing is that the disturbing effect of noise continues long after 
the noise has stopped. 

This report serves merely as an introduction to the subject 
of acoustics. In Table | are given typical sound frequencies 
trom electrical equipment at 50 c/s through vocal and 
instrumental sound to the high-frequency whistle from tele- 
vision sets at 10,125 c/s. Table 2 gives the familiar sound 
pressure levels from the painful level of about 135 db 
down to extreme quietness at under 10 db. The significance 
of these tables is briefly explained. 

Sound in buildings, as reverberation and absorption, is 
then considered aided by symbolic diagrams, followed by 
the usual absorption coefficients in various materials at c/s 
ranging from 125 to 4,000 in Table 3a. The variability 
of absorbents is indicated by “Sabins” in Table 3b, in which 
seated occupants of a hall may, at 250 c/s, have value 
between 2 and 5, while at 2,000 c/s, may have value from 
3 to 6. In Table 4 are given the normal sound-reduction 
factors of structural materials at 125 c/s to 4,000c s. 

The next section deals with Simple Calculations in Noise 


The Architect and Building News, 14 September 1960 


Reduction and Sound Control, all clearly written and split 
up into the steps in turn. Fig. 1 gives graphs for the sub- 
traction and addition of absorbents needed to compensate 
for residual noise over a noise threshhold or background. 
A glossary of acoustic terms follows. 

The second part is devoted to the use of Bowater 
materials to satisfy acoustic problems. These include 
Bowater suspended ceilings in Standard T/A Panels having 
perforated hardboard faces backed by mineral woolcovered 
on top with kraft paper and the Slotted T/A Panels, of 
similar construction except for having rectangular perfora- 
tions }in x lin instead of circular holes. Both panels have 
softwood frames. There is also the Metal T/A Panel, 
having expanded metal as a tray containing lin mineral 
wool. 

There follow brief descriptions illustrated by photographs 
of contracts fulfilled using these systems, but no figures are 
quoted to support the opinions quoted of reduced 
disturbance. 

Fixing diagrams complete the book, which should be 
well received by those troubled by acoustic absorption 
problems although no help is given in dealing with the 
transmission of impact noise. 


@ Daylight with Insulation. Thomas A. Markus, MA, MArch 
(MIT), ARIBA. Pilkington Bros. Lid., St. Helens, Lanca- 


shire. 


Our temperate climate results in our being backward in 
many facets of building science, such as concreting during 
frost, frost-proofing plumbing and, as we as a nation become 
physically softer and less resistant to cold, insulation of 
structures. The cost of fuel more than anything else. 
however, has probably spurred on the demand for insulated 
glazing so it is to other countries we must look for experi- 
ence as for technique. 

Mr. Markus has written a very comprehensive book 
which Pilkington Bros., with the collaboration of F. C. 
Pritchard, Wood & Partners, have published in an excellent, 
acceptable edition to A4 size. 

Insulation is mainly against external temperature differ- 
ence, but it is also sometimes necessary in internal screens, 
such as the window at Harwell to watch remote manual 
control of nuclear apparatus. Sealed cavities between 
glass sheets are one solution, relying on dried air or dessi- 
cants to absorb an excess of moisture, double-glazed frames 
with still air between are another while a third is two 
glazed frames permitting slight flow of air up the cavity. 

Another aspect of insulation is that of sound penetration. 
Single glazing presents little resistance, double glazing with 
normal thickness of glass has little value until the cavity 
is 2in wide, the least for noticeable effect being 4in. 

Excessive solar heat gain is at its worst in this country 
through roof glazing, but sidewall glazing may admit too 
much at some seasons. Mr. Markus shows an arrange- 
ment for the former case of ventilated double glazing and 
for the latter—suitable probably only for sub-tropical con- 
ditions—of a bracketted screen of heat-absorbing glass 
shading the windows from the sun at its steepest angles. 

Light penetration in cities is poor because of steep angles 
of light and low storey heights, imposed through high land 
and building costs. Improvement can be given by using 
prismatic glass. Brightness may be objectionable and be 
moderated by using a diffusing glass. The two types of 
glass may be used together in one panel, or supplemented 
by a diffusing screen of glass fibre. 

Every conceivable question on the application of glass 
seems to have been foreseen in this book other than manu- 
facturing matters and maximum glass and glazing sizes. 
As Insulation is the focus of the book a section on the 
economics of the case is included. 

The book is obtainable free from Pilkington Bros. and 
should be of great assistance in the selection of types of 
glazing insulation and drafting detailing. An index would 
have been useful for the chapter headings do not indicate 
the scope of each. A useful bibliography is given and 
acknowledgment is made to the many at home and abroad 
who have contributed information. 
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Chosen for Britain’s 


GAYMEL—BRITAIN? $ FINEST PAINT 


For over 100 years Gay’s have been 
making the paints and finishes speci- 
ally chosen for Britain’s most famous 
buildings. Now GAyMEL the latest 
brilliant gloss finish from Gay's is 
taking its place as the number one 
choice for specifications where quality 
and outstanding protection are of 


vital importance. So specify GAYMEL. 


% Ham House, Richmond. Crown copyright 
photograph by courtesy of the Victoria 
and Albert Museum and the Ministry of 
Works. 


R. GAY AND COMPANY, 
93/97 New Cavendish Street, London W.1 


BELFAST - BIRMINGHAM - BRISTOL 


GLASGOW - LEEDS 


MANCHESTER - SOUTHAMPTON 
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Extruded sections allow the designer great flexibility 
in his approach to a problem, and because 

aluminium alloys are easily worked designs can 

be executed by the extrusion process 

without héavy tooling costs. 

Our advice on designs is given without obligation, and 


the best time to bring us in is right at the beginning. 


So even if you have an idea that is no 


Sketch dimensioned section here 


more than a doodle, why not doodle it in the space 
next to our example and get us to comment on it? 
Designers are invited to send for a copy of 


| 
| 
| 
our standard sections catalogue. | 
| 
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Birmetals 


BIRMETALS LIMITED - WOODGATE WORKS 


BIRMINGHAM 32 


\\ \ / \ 
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@ The Franki Systems of Piling. Frankipile Ltd., 39 Victoria 
Street, London, S.W.1. Telephone: ABBey 6006. 


“The Right Tool for the Job”—a sub-heading—is exempli- 
fied by the illustrations of the elaborate plant now in use 
in piling. The most interesting is probably the variable 
“Turn Grab” used on large diameter bored piles. This has 
three vertical scoops spaced apart, capable of clearing to 
4ft dia of the steel lining casings. The grab can bore down 
to 100ft and, by altering the angles of the scoops, form an 
enlarged or bulbous base to the pipe. This equipment is 
87ft high, 40ft long and 14ft wide. Its weight is 65ton, 
exerting a ground pressure of 14cwt only per sq ft. 

Also of interest is piling for underpinning of existing 
foundations. The piles are forced down by hydraulic jacks 
bearing on the underside of the building foundation, using 
first a pointed steel casing section for easy penetration of 
the ground. Pressure gauges on the hydraulic line indi- 
cate when the pile is able to take the calculated load. 

All methods of piling are described, including augered 
piles, and illustrated by diagrams and photographs. Foun- 
dation design and construction work is also undertaken. 
some of the contracts being illustrated. 


CATALOGUES 


@ Sliding Door Gear. Coburn Engineers Ltd., Coburn Works, 
Peasmarsh, Guildford, Surrey, have completely revised 
their catalogue with clear illustrations and tables for door 
gear and accessories. 


@ Overhead Runways. Coburn Engineers, address as above, 
have also issued a supplement to Section 6 of the main 
catalogue noticed above which shows typical applications 
in industrial use. Details of light runways and various 
fixings are included. 


@ Tile-Cutting Machine. Redland Tiles Ltd., Castle Gate, 
Castlefield Road, Reigate, Surrey, have issued a leaflet on 
this new machine for cutting roofing tiles on site. 


@ Industrial Space Heaters. Thermatic Heating Co. Lid., 
Carlton Road, South Croydon, Surrey, have issued details 
of their Thermatic oil-fired space heaters. These are free- 
standing with flue to roof from the heat exchanger. Out- 
puts range from 85,000 to 550,000 B.Th.U. and service 
arrangements are provided at five centres in the UK. 


@ Mosaics. Proctor & Lavender Ltd., Solihull, Warwick- 
shire. have the sole agencies for Pandel Ceramic Mosaic 
and Kosta Glass Mosaic. The former are in both glazed 
and unglazed finishes in 36 colours. The latter are in 60 
colours and fittings for coves and bullnoses are available. 
The illustrations are in colour. 


@ Marble. Proctor & Lavender, address as above, also have 
an agency for Swedish marble, which is illustrated in colour 
in a booklet showing 16 kinds, mainly greenish, but some 
variety in colour is included. 


@® Rufflette. Thomas French & Sons Ltd., Chester Road, 
Manchester 15, have issued a Home Trade Catalogue 
describing and illustrating tapes and accessories, suspension 
devices, track, venetian blind material and their range of 
freight nets, electric blankets, heating tapes and miscel- 
laneous products. 


® Softwoods, Hardwoods, Doors, Mouldings. C. F. Anderson 
& Son Ltd., Harris Wharf, Graham Street, London, N.1, 
have issued a Price List dated July, 1960, of planed and 
sawn imported softwoods, hardwoods, panelled and flush 
doors, mouldings and partitions. 


@ Festoon Lighting. D. R. Illuminations Ltd., Warren Street, 
Stockport, Cheshire, have issued a new catalogue of their 
fully insulated ready-wired systems, including weatherproof 
bulb holders, connectors and accessories suitable for site use. 
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‘Turn Grab’ machine showing hydraulic power unit, jacking 
frame and guides for tube alignment 


@ UAM. The Universal Asbestos Manufacturing Company 
Ltd. (The UAM Group), Tolpits, Watford, Herts, have 
issued the complete series of Data Sheets in binder. 


@ Photo Murals. The Autotype Company Ltd., Brownlow 
Road, West Ealing, London, W.13, have produced a leaflet 
on their service which includes a library of copyright 
photographs and negatives of landscapes, snow scenes, 
engravings, etc., of home and foreign origin suitable for 
public rooms. Customers’ negatives can also be used. 
While monochrome is normal, hand-coloured prints can be 
supplied. Sizes up to 1S5ft x 7ft 6in are available costing 
roughly 4s 6d per sq ft. 


Photomural mounted by Heals Contracts for USAAF 
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industrial notes 


@ The tenth Electrical Engineers ASEE 
Exhibition will open at Earls Court on 
March 21, 1961, for five days. Provisional 
space bookings have increased and more 
than 460 electrical manufacturers will 
show their latest products. 


@ Matthews & Yates Ltd., fan engineers 
of Swinton, Manchester, and Turner & 
Brown Ltd., chemical plant engineers of 
Bolton, have jointly agreed to manufac- 
ture, under the trade name of Turbro- 
Cyclone, a wide range of plastic chemical 
plant and equipment in addition to their 
present range of P.V.C. fans. 


@ A one week residential course on 
Export Management, primarily intended 
for managing directors, export directors 
and export sales managers and senior 
executives, is to be held at Sundridge 
Park Management Training Centre from 
November 27 to December 2, 1960. The 
principles and techniques to be discussed 
will be applicable to both large and 
small organizations handling products 
ranging from capital equipment to con- 
sumer goods. The inclusive residential 
fee is £60 and further information can be 
obtained from the Principal, Manage- 
ment Training Centre, Sundridge Park, 
Bromley, Kent. 


@ jJablo Plastics Industries (Malta) Ltd. 
is a new company formed by Jablo 
Plastics Industries Ltd. and the Maltese 
section of Messrs. C. H. Bailey. The 
company will manufacture under licence 
the various Jablo products, mainly the 
expanded plastic type, and will have a 
capital of £50,000. The board of the new 
company consists of Lord Selsdon, D.S.C., 
Mr. B. Jablonsky, Mr. C. H. Bailey and 
Mr. C. F., Pace. 


@ British Insulated Callender’s Cables 
Ltd. have moved their Reading branch to 
a new address at Katesgrove Lane, 
Reading (telephone: Reading 55074). 


@ Henry Boot & Sons (Plant) Ltd., of 
Dronfield, Sheffield, have been appointed 
main stocking dealers for the John Deere 
Lanz industrial equipment which in- 
cludes crawler, loader, backhoe and many 
other attachments. 


@ The reinforced concrete ceiling of the 
Thames-side restaurant of the Mermaid 
Theatre has been covered with Bowater 
Metal Thermal/Acoustic panels. This 
work was carried out by D. and A. 
McKnights Ltd., of St. Albans. 


@ The Rt. Hon. Ernest Marples, M.P., 
Minister of Transport, has appointed 
Mr. J. R. Madge as his Principal Private 
Secretary in succession to Mr. J. Garlick. 


@ Walker, Crosweller & Co. Ltd. have 
opened a new office block in the town. 
This houses their sales and service depart- 
ments, which retain the old telephone 
number (Cheltenham 56317) and address. 
Departments at the factory (accounts, 
works offices, buying and publicity) have 
a new number: Cheltenham 56366. 


@ Due to trade mark registration 
difficulty, the Benjamin Electric Ltd., of 
Tottenham, London, N.17, have changed 
the name of their new range of fluores- 
cent fittings from ‘“Flo-line” to “Sky- 
line”. 


@ We regret to record the death on 
August 22 of Mr. J. D. Millner who was 
manager in the Irish Republic for Ferodo 
Ltd. Mr. Millner was 53 years of age. 


@ Aerofilms Ltd. and Aero Pictorial 
Ltd. have amalgamated and the company 
is now known as Aerofilms and Aero 


Pictorial Ltd. The head office is at 6 
Elstree Way. Boreham Wood, Herts 
(telephone: Elstree 2214) and the library 


at 4 Albermarle Street, London, W.1 
(telephone: Hyde Park 5211). 


@ Pyrotenax Ltd. have opened a new 
sales office at Nottingham. Address: 69 
Loughborough Road, West Bridgford, 
Nottingham (telephone: 83805). Mr. J. 
Wallen, already well-known in the area, 
is in charge of the new office. 


The Minister of 
awarded to Sir 
London 


Transport has 
John Jackson Ltd., of 
a £758,755 contract for the con- 
struction of the southern approach road 
to the Dartford-Purfleet tunnel. 


@ The 1%h-century railway station of 
Burnt Mill, Essex, has been completely 
rebuilt and renamed Harlow Town and 
it is interesting to note that Pyrolith 
flameproof treated timber has been exten- 
sively used 


@ A two-colour Isora illuminating ceil- 
ing (see New Products 4/3/59) has been 
installed in the restaurant of the Alcon- 
bury Motel at Huntingdon. The cost of 
installing the ceiling, of just over 1,000 
sq ft. was a little over 6s per sq ft. 


@ Representatives from most industries 
will be attending the First Effluent and 
Water Treatment Exhibition and Con- 
vention to be held from October 18 to 
21 at the Seymour Hall, London. Papers 
to be read at the Convention will cover 
different methods of controlling and 
treating different trade wastes and will 
also deal with river pollution, coastal 
pollution, pumping, plant design, water 
softening and marine water treatment. 


@ Miss Jean R. Roberts has been 
appointed advertising manager of Semtex 
Ltd. The former advertising manager, 
Mr. W. D. Knowles, has been promoted 
to the company’s central advertising 
department and is now based in Berners 
Street. Mr. Knowles will continue to be 
responsible for the advertising activities 
of Lastex Yarn and Lactron Thread Ltd., 
the senior supervision of Belting, G.R.G.., 
Hose and Semtex advertising and will 
undertake other individual assignments. 


CORRECTION 
On page 842 of our issue of 29/6/60, 
the name of the county architect 
(Lanarkshire) should be Mr. D. G. 
Bannerman and not Mr. A. J. Smith. 
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Warmafoam polystyrene ducting, 
made by Wola Products Ltd., is used 
to carry warm air from this Radiation 
Ductair 22 central heating unit in a 
Hallmark Homes bungalow at 
Goring-by-Sea, Sussex 


Over 20,000 sq ft of Latexfalt jointless 
flooring was laid in this new grocery 
warehouse, built by 
Portsmouth/Gosport and District 
Builders Guild Ltd. for H. Reeves & 
Co. Ltd. This flooring, supplied by 
Amey’s Asphalt Co. Ltd., is claimed 
to be non-slip, noiseless, moisture 
proof and dustless 
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ELOT 


REGD TRADE MARK 


High sound absorption and high resistance to fire are known qualities of 
CIMAT—Celotex Incombustible Metal Acoustic Tiles. 
Shell “EPIKOTE” resins, whose qualities of durability, toughness, flexibility. 
adhesion and chemical resistance are ably demonstrated by their use in 
Ships of all kinds, Storage Tanks, Motor Cars, Refrigerators, 
(to quote but a few examples) are now used in the finish of CIMAT 


CELOTEX and SHELL thus combine to give a product of outstanding quality. 


‘SHELL’ and ‘EPIKOTE' 


are registered trade marks. 


CELOTEX LIMITED 


Post Coupon N. CIRCULAR ROAD, STONEBRIDGE PARK, LONDON, N.W.10 
TO D AY for Please send me technical information on Celotex ““CIMAT™” with Shell “ Epikote.” 


bs 
C.S.1, 
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Early Closing Day —and early shift for thieves! Sometimes the job of 
breaking in is ridiculously easy. But often it presents a perplexing problem, 
an almost impossible task. That is when the shop or store is protected by 
a Rely-a-Bell grille. This all-steel, lock-into-position barrier is the greatest 
deterrent to the daring smash-and-grab bandit and cunning burglar of today. 
It is as near thief-proof as ingenuity and industry can ensure. 


doorways, windows and arcades. They come in many sizes, weights and 
finishes —each type a fine investment in security. Old lags in old towns 
and new lags in new towns have good reason to rue the day that Rely-a-Bell 
came into existence — nearly 50 years ago. 


RELY-A-BELL — FOREMOST IN PROTECTION 
Rely-a-Bell Burglar & Fire Alarm Co. Ltd. - The Security Centre, 54 Wilson Street, London, E.C.2 
Telephone: BiShopsgate 432! (10 lines) 
Regional Offices at Manchester and Glasgow. Agents throughout the British Isles. 
West Midland Regional Agent: H. F. Cook, 12 Birmingham Road, Oldbury, Worcestershire. Telephone: Broadwell 1273 


R. Rely-a-Bell grilles go up and down like roller shutters, over shop entrances, 
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In this feature are reviewed new lines introduced to the 
building industry for the first time and additions or im- 


provements to existing ones. 


Any advantages claimed for a 


product are from information supplied by the manufacturer 


New Light Fittings (A) 


A new range of American designed 
table lamps and floor standards has 
been added to Falk’s catalogue of 
modern lighting fittings. There are 
three units in the new range, these be- 
ing No. L3777 floor standard and Nos. 
L3776 and L3775 table lamps. No. 
L3777 has a white base and a walnut 
stand with a one-piece white opal 
plastic shade. It is intended for a 100W 
lamp, the light from which is reflected 
by a metal top cover through the walls 
of the shade to give an even, glare-free 
light. No. L3776 table lamp has a 
switched white base with polished 
brass stand. The shade is finished in 
matt black on the outside and together 
with a white plastic shade diffuser, 
gives even, glare-free light. It can be 
rotated through almost 360 degrees. 
The other new fitting, the L3775 table 
lamp, has a white opal plastic cut-off 
shade to take a 60W lamp and is 
mounted on a polished brass stem, 
part encased in walnut, standing in an 
off-white base, which contains a 
switch. The angle of cut-off of the 
shade ensures a good spread of glare- 
free light and the use of a swivel joint 
enables the beam to be directed to 
almost any position. Prices (including 
P. Tax): L3777, £13 9s 6d; 13776, 
£9 35 9d ; L3775, £6 18s. 

Falk, Stadelmann & Co. Ltd.., 

91 Farringdon Road, London, E.1. 
Holborn 7654. 

Readers’ Information Service 


Ref. A. 14/9/60. 


* 


New Bonding Agent 


Cement Weld is a new bonding agent 
which has been formulated with the 
object of eliminating the necessity to 
hack, rake out joints or provide any 
other key to the surface to be rendered. 
It is claimed that any clean sound sur- 
faces, such as smooth concrete, fair- 
faced brickwork, glazed brickwork, 
glazed tiles or painted brickwork can 
be bonded successfully with Cement 
Weld. Surfaces treated with distemper, 
emulsion or limewash must be cleaned 
and all trace of the coatings removed. 
Cement Weld can be applied with 
brush, spray or roller and should be 
left to dry for a minimum of four 
hours. Another use for the new product 
is in Portland Cement mixtures for 
improving bond strength, dispersion 
and plasticity. When used in such a 
manner, the resultant concrete will, it 
is claimed, have a much better resis- 
tance to cracking, abrasion and the 
action of corrosive chemicals. It can 
also be used for bonding new concrete 


to cured concrete and in this case two 
coats of Cement Weld, applied to the 
surface of the cleaned concrete, form 
a secure bond for the screed. Cement 
Weld is supplied in | gal cans. 

J. Manger & Son Ltd., 

57 High Street, Kingsland, London, 
E.8. Clissold 5307. 

Readers’ Information Service 

Ref. B. 14/9/60. 


New Paving Material 


Alta Quartzite is a hard decorative 
riven natural stone, pale green in 
colour which is quarried in Northern 
Norway. It is now being imported by 
this company for use as a paving 
material and for non-slip and non- 
dusting floor surfaces. It needs no 
maintenance beyond washing and is 
claimed to be both unaffected by 
chemicals and impervious to oil, In 
addition, it is stated to be resistant to 
abrasion and to be capable of conduct- 
ing heat, a factor which makes it suit- 
eble for use with floor-warming 
systems. It is made in standard tiles of 
up to 2ft square, in thicknesses of jin 
and tin. Tiles can be supplied up to 
fin thick and stair treads and riser 
lengths up to about Sft by Ift wide by 
Ijin thick, are also available. To 
simplify order in laying, the company 
has devised a standard random unit 
of 14 sq yd, made up of 22 pieces 
based on a 4in module. This is laid to 
interlock with adjacent units and if a 
symmetrical pattern is required, any 
given tile in each unit may be replaced 
with one in a contrasting material 
Borders may be in Alta Quartzite or in 
marble. Approximate price: 43s per 
yd, cut to size. 

Altazite Ltd., Palace Wharf, 

Rainville Road, Hammersmith, 
London, W 6. Fulham 6142. 

Readers’ Information Service 

Ref. C. 14/9/60. 


Solid Fuel Boiler 


A new automatic gravity feed boiler 
has been added to the Watts range. 
The boiler, No. 700 A/C, has a rating 
of 700,000 B.Th.U /hr and is stated to 
be suitable for use in industrial build- 
ings, offices, shops, hotels, churches, 
schools and glasshouses. It will operate 
either on small anthracite or graded 
coke and twin hoppers are fitted which 
accommodate 9jcwt of anthracite or 
6cwt of coke. The hoppers only need 
to be topped up once a day and they 
automatically feed twin fire boxes, 
each with its own water-cooled burner 


Three new lamps by Falks. 
Top: L3777 floor standard. 
Centre: L3776 table lamp. 
Below: L3775 table lamp (A) 
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unit and forced draught motor fan 
with thermostatic control, Thus the 
boiler can be operated at half output 
if required. The hoppers are slightly 
pressurized to prevent fumes from 
rising and are treated with Metalife to 
eliminate abrasion by the fuel. Water 
capacity is approximately 127gal and 
all water ways are made from iin steel 
boiler plate, hydraulically tested to 
60Ib /sq in and joined by prefabricated 
connectors. Finish: hammered grey. 
Price: £725 (including flue draught 
stabilizer, declinkering tools and a 
thermostat). 


Watts Metal Industries Ltd., 

High Street, Lydney, Glos. Lydney 392. 
Readers’ Information Service 

Ref. D. 14/9/60. 


New Centrifugal Pump (E) 


The Alcon range of  self-priming 
centrifugal pumps has now been sup- 
plemented by the addition of the new 
Alcon Thames range of single-phase 
centrifugal pumps. The Thames 
pumps are available in sizes from lin 
to Sin and are suitable for a wide 
variety of purposes including civil 
engineering, agriculture, industry, irri- 
gation and domestic use. In perform- 
ance the new range conforms to 
BSS 2613/1957 and draft specification 
A(ELE)978. The pump casing is close- 
grained cast iron with either horizontal 
or vertical discharge as required. 
Impellers are of gun metal with 
passages through the hub to relieve 
stuffing box pressure and give hydrau- 
lic balance. Impeller rings are renew- 
able gun metal and the sleeve 
renewable bronze extending through 
the stuffing box protecting shaft. The 
motors are of the totally enclosed fan- 
cooled type, with carcase and end 
shield in close-grained cast iron. The 
frame is fitted with feet and the stator 
is a 3-phase 50-cycle induction type, 
Class E insulation. The rotors are 
dynamically balanced squirrel cage 
type and the bearings are grease- 
lubricated grooved balls. Alternative 
prime movers are either petrol or 
diesel engines and the range can be 
offered for belt drives. Performance 
details of the new Thames range are 
covered by makers’ leaflet No. 152. 
Arthur Lyon & Co. (Engineers) Ltd., 

6 Carlos Place, Grosvenor Square, 
London, W.1. Hyde Park 9141. 
Readers’ Information Service 

Ref. E. 14/9/60. 


Fan-assisted Convector (F) 


The Miniature Forceflo is a fan- 
assisted convector designed to satisfy 
the heating requirements of moderately 
sized areas. It is suitable for both 
domestic and industrial applications 
and is made in three sizes and in six 
styles. The basic free-standing and 


recessed types are for general use, 
while the free-standing sloping top, 
free-standing extended, recessed ex- 
tended and ceiling models are for more 
particular applications. In all cases, 
connections are concealed within the 
cabinet and two-speed motors, wired 
to a three-position switch, are used. 
The motors are of the shaded-pole type 
with propeller fans directly mounted 
on the spindles. The fans are statically 
and dynamically balanced and the 
motor sleeve bearings have a sealed-in 
oil reservoir. The assembly is resiliently 
mounted to ensure quiet operation. 
The cabinets are of high-grade steel 
sheet suitably stiffened for rigidity 
with a removable panel providing 
access to fan motor and fan-plate 
assembly. “V” type grilles are generally 
employed for both intake and dis- 
charge apertures, but in the case of the 
free-standing model (illustration), an 
expanded metal screen is housed within 
the cabinet. Heat and sound insulation 
can be fitted to the cabinet, as can a 
mesh type filter. The units may be 
wired for thermostatic on/off and 
motor speed control. The Miniature can 
be attached to fresh air intakes and 
damper control is provided when this 
is required. Overall dimensions: all 
models are 30in high by 9tin deep; 
widths: all models—one fan—2lin 
with 16in grille, two fans—33in with 
28in grille, three fans—43in with 38in 
grille. Electrical supply: 200/250V, 
single phase, 50 cycle. 

F. H. Biddle Ltd., 

16 Upper Grosvenor Street, 

London, W..1. Hyde Park 0532. 
Readers Information Service 

Ref. F. 14/9/60. 


Solid Fuel Boiler (G) 


Another addition to the Sofono range 
of solid fuel domestic heating ap- 
pliances is the Sofono Boiler No. 1. 
This is a small manually controlled 
boiler designed to B.S, 758 : 1955 and 
rated with a maximum output of 
22,000 B.Th.U/hr. It has a _ boiler 
heating surface of 2 sq ft and will 
supply domestic hot water through a 
25 to 30gal storage cylinder and, in 
addition, serve a towel rail or radiator 
of up to 10 sq ft surface area. The 
boiler is fitted with a built-in hopper 
and has a lift off refuelling lid. There 
is a spin wheel on the ash-pit door for 
manual combustion control. The cast 
iron bottom grate has a rotary de- 
ashing movement ard can be dropped 
into the ashpan for dumping. Shaking 
and dumping controls are reached 
through a full-width hinged outer door. 
Finish: stove enamelled white, cream 
and blue with black vitreous enamelled 
hob and black lower front panel. Over- 
all dimensions: 22}in high by 15in 
wide and 15}in deep. Price £20 19s. 
Sofono Division, Grange-Camelon 
Iron Co. Ltd., Falkirk, Scotland. 
Readers’ Information Service 

Ref. G. 14/9/60. 


The Architect and Building News, 14 September 1960 


Top: One of the Alcon Thames range 
single-phase centrifugal pumps (E) 


Centre: The Miniature Forceflo 
fan-assisted convector (F) 


Below: The Sofono solid fuel domestic 
heating Boiler No, 1(G) 
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The design achieves a pictorial effect of the rain, space. 
modern everyday world, the divisionof physical Space tn factory, 
offieeWand home ts most effietently achieved by the use of PARAMOLNZ. 
PARTITION Yf you would like further details please write for WheFatire to 


HE BRITISH PLASTER BOARD LIMITED 
lb@use 15-27 Marylebone Road, London N. We e : ter 
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BUILT-UP FELT ROOFING © 
At the planning stage, 
call in PERMANITE to 
advise on the most suit- 
able Built-up Roofing 4 
«Specification. 
«Avail yourself, too, of the 
finest materials manufac- 
tured by PERMANITE 
and laid by their skilled 
2 


LONDON BIRMINGHAM 


ADVance 4477 (20 lines) Birchficids 5041 
‘MANCHESTER PORTSIIOUTH 
‘Blackfriars $469 Havant 2116 
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PERMANITE manufacture Bituminous Roofings and Dampcourses Specify PERMANITE 


anodised alum. panel 


CEILING PL 


new screen in existing bwk. opening 


ENTRANCE 
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ENTRANCE. OFFICES. HODDESDON 


EDWARD D. MILLS 
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This new entrance to the existing office block for Merck, Sharp & Dohme at Hoddesdon, was built 
during the construction of the new factory. The fascia is pressed metal with letters in anodised 
aluminium which is also used for the panel above the door. The opening lights above are painted 
white in a timber subframe, and profile concrete blocks are used for the spandrel panel. The 
canopy and ceiling to the entrance hall are lined in T & G boarding of Western Red Cedar, V-jointed. 
The tiles are blue brindle paviors externally and grey thermoplastic with black dividing strips in- 
ternally. The carpet is moss green and black and the chairs are upholstered in orange; African 
mahogany is used for the illuminated showcase and the Company's symbol is sand blasted onto the 
glass doors. Architects: Edward D. Mills & Partners 
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SOFONO BOILER No. 1 


Small, compact, manually controlled. 
Rated on a two hourly refuelling 
interval gives an output of 22,000 
B.t.u. per hour, its continuous out- 

put rating is 12,000 B.t.u. per hour. 
Ideal for the smaller kitchen. In 
White, Cream or Blue with Black 
hob and lower door panel. 


SOFONOMATIC BOILER No. 2 
Gay and good looking in a choice of self 
and two-tone colours. Unique convector 
panel regulates kitchen temperatures. 
Continuous output rating 17,000 B.t.u. 
per hour. Heats 4o sq. ft. of radiators 
(including piping) in addition to providing 
domestic hot water supply. 


SOFONOMATIC BOILER No. 3 


Continuous output rating 25,000 B.t.u. per 
hour. Ideal for use with small bore system 
to provide central heating from 150 sq. ft. 
of radiators (including piping). Suitable 
for combined system requiring domestic 
hot water plus 85 sq. ft. of radiators. In 
choice of self and two-tone colours. 


SOFONOMATIC BOILER No. 1 


Fully automatic with thermostat control. 
Built-in hopper and large fuelling lid. 
Continuous output rating 12,000 B.t.u. 
per hour. Very economical to operate. 
Supplies domestic hot water and radiator 
or towel rail. In White, Cream or Blue 
with Black hob and lower door panel. 


GAN 


Hon homes 


kes SOFONO Domestic Boilers 
ina NEW wide range 
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For further details of the new range of Sofono Boilers ask your 
Sofono representative or write to the Technical Director at :— 


GRANGE-CAMELON IRON CO. LTD., FALKIRK 
A Federated Foundries Company 
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Godiva Ribbed Multiple Garages 


OVER 300 


HAVE 


Batley offer the most adaptable and economical technique in 
lock up garage erection. Can be erected back-to-back; or stepped 
to suit sloping sites. Fitted with ‘Up and Over’ or hinged doors 
as required or available with wooden roller shutter doors as 
optional extra. Free advisory service; three years’ guarantee; 
five years’ free fire insurance; any number in one block. 
Attractive deferred terms. Extensive free delivery area. 


MULTIPLE GARAGES 


— concrese proof 
of 


Write for free illustrated brochure 

ERNEST BATLEY LIMITED 

96 Colledge Road, Holbrooks. Coventry 89245 

96 New Islington, Manchester 4, and 123 Shepperton Road, London, N.! 


CUT OUT 
OLD-FASHIONED PLUMBING 
WITH THIS 


MODERN 
HYGIENIC 
TRAPPED WASTE 


No longer is it necessary to hide ugly 
plumbing with a pedestal or cabinet. Fit 


The cap, which is a 
fingertight fit, can 


be unscrewed for 


this beautifully designed Trapped Waste and cleaning and 
keep floor clear beneath hand basin for easy replaced in a few 
cleaning and polishing. moments, by the 
Each Bottle Trap is superbly finished in housewife. 


gleaming chrome and can be supplied either 
with a metal or plastic cleaning cap. 


Outlet can be supplied either to wall or floor 
Price and further particulars on request. FOR THE MERCHANT — Only one waste to suit all basin thicknesses. 


FOR THE PLUMBER Easily fixed, requires no special tools—instantaneous 
rubber seal beneath sink—Eliminates the necessity for putty and hemp joints. 


BARKING BRASSWARE CO. LIMITED 


Dept. ABZ + RIVER ROAD BARKING ESSEX 
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STEELWORK AT A SUPPLY & RESERVE 


DEPOT, KALONDYKE WHARE, DEPTFORD 


This building is designed for heavy floor loading 
on long-span girders, as illustrated. 


Architects: Messrs. Grace & Farmer, F.R.1.B.A. 


Consulting Engineer: A. E. Highfield Esq., B.Sc. (Eng.) Hons., A.M.I.C.E. 
Contractors: John Mowlem & Co. Ltd. 


STEELWORK BY 


REDPATH 


Branches: Edinburgh, Glasgow, London and Manchester 
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is good enough for Timberit — 
the hardboard of uniform density 
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BEnir Only the pick of the plantation 


hardboard 


THOMAS SIMSON CO. LTD-6 GREAT WINCHESTER STREET - LONDON -E.C.2. 


FINEST 


Sole U.K 


THE WORLD'S 
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MULLEN 
LUMSDEN 


LIMITED 
Contractors and Joinery 
Specialists 
41 EAGLE STREET, HOLBORN 
LONDON, W.C.1 
Telephone : CHAncery 7422/3/4 


Bra: 
5 Street, W.C.1. 
: Museum 3705 


Southampton 
Tel. No. 73176 


NON FERROUS 


WALL TIES s MASONRY FIXINGS 


S. J. BRIERLEY (WILTS) LTD 


BRADFORD-ON-AVON 
Telephone 2234 


CEMENT WATERPROOFING 
POWDER 


USED IN PORTLAND CEMENT 
CONCRETE AND RENDERINGS 
TO EXCLUDE OR RETAIN WATER 


Write for the ‘PUDLO’ 
Waterproofing Compendium 
to 


KERNER-GREENWOOD « CO., LTD. 


KING’S LYNN Telephone: King’s Lynn 2293 
as | Sole Proprietors and Manufacturers 


[ Lattice GIRDERS 


| Gatwick | 
4 AIRPORT 


HOTCHKISS 


ENGINEERS LIMITED 
EASTBOURNE Tel.2424.7lines 


News 


WORK IN PROSPECT 


Athlone, Eire. Erection and completion 
of boys’ school. Applications to: A. E. 
Smith & Co., Quantity Surveyors, 4 
Wilton Place, Dublin. 


Birkenhead Corporation. The planning 
committee has approved a planning pro- 
posal for (a) three blocks of 14-storey 
flats, 26 garages and three electricity sub- 
stations in New Hey Road; (b) two 
blocks of three-storey flats and seven 
lock-up garages in Apple Grove Well 
Lane. 


City of London Corporation. The rates 
committee has approved drawings for the 
erection of (a) multi-storey office build- 
ing at Holborn Viaduct; (b) offices with 
restaurant or shops at pedestrian level 
and incorporating licensed premises and 
post office in Carter Lane/Knightrider 
Street; (c) livery hall for the Worshipful 
Company of Salters with ancillary offices 
in Fore Street/Aldermanbury Postern 
London Wall; (d) office block, public 
house and mechanical garage with a 
petrol service station in Upper Thames 
Street/Queen Street Place: (e) 12- and 
eight-storey office blocks in Seacoal 
Lane; (f) eight-storey block in Ludgate 
Hill and six-storey block next to Old 
Bailey for use as shops with offices over; 
(g) building comprising Court Room, 
Livery Hall with offices on the third 
floor in Little Trinity Lane; (h) office 
building for international headquarters 
of the Salvation Army in Victoria Street 
Lambeth Hill; (i) ancillary office building 
for use in connection with the printing 
works of The Times Publishing Co. Ltd. 
in Queen Victoria Street/St. Andrew's 
Hill/Ireland Yard/Playhouse Yard, Black- 
friars Lane; (j) building for use as offices, 
showrooms, stockrooms, dental surgery, 
shops on ground floor and_ licensed 
premises and basement car park in Fore 
Street; (k) block of offices at “Temiple 
House’. 


Coventry C.C. has approved a scheme for 
central baths in Cope Street, total esti- 
mated cost £894,015. The scheme is due 
to commence in September, 1961, and be 
completed by April, 1964. 

Norton Hill Estates Ltd. are to build a 
three-storey block of 96 two-bedroom 
flats and 44 garages for letting on the 
Norton Hill estate, Walsgrave Road. 

The estates and parliamentary commit- 
tee has approved plans submitted by E. 
Laxon & Co., for a grocery and provision 
warehouse with ancillary accommoda- 
tion in Charter Avenue. 


WOODWORM 
& DRY ROT 


Eradicate wood- 
destroying insects 
and fungi from 
roof and cellar 
timbers, flooring 
and joinery by 
means of 


WYKAMOL 


Wood Borer Insecticide 


WYKAMOL PLUS 


Dual Purpose Solution 


Write for full particulars of these com- 
pletely effective materials and specialist 
survey and guaranteed ‘treatment services. 
Pressure spray apparatus for the application 
of our materials is available for hire at 
nominal rates. 


RICHARDSON & STARLING LTD 
(Dept. A.B.N.), Hyde Street, Winchester 
and at 47 Charlotte Street, Leith, Edinburgh, 6 


VENTILATION 
TRUNKING 


RESISTANCE 


Send to manufacturers for data on 


DURASTEEL 3DF2 


FIRE PROTECTION PANELLING 


Ales mire DURASTEEL LTD. 
FIREPROOF Oldfield Lane, 

pooRS _ Middlesex 
Tel. WAXiow 1051/2 & 6311 


THE MODERN VENETIANS 
Full particulars, drawings, etc., from 


DANAURA LIMITED 
52a Chase Road, London, N.14 
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The housing committee has approved 
a revised layout for 10-storey continuity 
block of dwellings. 

The planning and redevelopment com- 
mittee has approved details for the con- 
struction of the new Coventry railway 
station for the British Transport Com- 
mission. 


Dunstable Town Council. Erection of 
assembly hall to seat 720 people at the 
civic centre, cost £170,000. 


Manchester C.C. The baths and laundries 
committee has approved proposals for 
the modernization of the Whitworth 
Baths, total estimated cost £23,310. 

The welfare services committee has 
approved plans and estimates for a home 
for old people in Goddier Street. 


Northern Ireland Housing Trust. Pro- 
posed construction of 299 dwellings and 96 
garages together with ancillary and engi- 
neering works at Dunmurry (Conway). 
Apply: Offices of the Trust, 12 Hope 
Street, Belfast. 


Waterford, Eire. Erection of a factory 
for Munster Chipboard Co., at Tycore, 
estimated cost £350,000. 


SUBMISSIONS 
FOR PLANNING 
AND BYE-LAW APPROVAL 


Accrington Corporation. Plans submit- 
ted for (1) erection of shopfront in 
Abbey Street for Accrington & Church 
Industrial Co-operative Society Ltd.; (2) 
outline application to demolish and 
rebuild 5 Union Street for Barclays Bank 
Ltd.; (3) provision of toilets and altera- 
tions at St. John’s infant school, 
Maudsley Street for the school managers. 


Birkenhead Corporation. Plans submitted 
for (1) erection of (a) three-storey block 
of 24 flats and 19 garages in Tollemache 
Road/Forest Road, submitted by Jas. 
Rimmer & Sons for Victoria Estates Ltd.; 
(b) single-storey building in Wharf Road 
for S.. L. Owens & Son (Wallasey) Ltd.; 
(c) single-storey block for the storage of 
cloth in Star Street for Stylewear Manu- 
facturing Co. (Birkenhead) Ltd., sub- 
mitted by Messrs. A. Stanley Barnes & 
Dallow; (d) seven detached houses and 
garages in Rathmore Road, Oxton, for 
Herbert H. Davies; (2) installation of 
lift and shaft at 14 Catherine Street for 
Birkenhead and District Co-operative 
Society Ltd. 


Bournemouth C tion. Plans sub- 
mitted for (1) erection of (a) four-storey 
block of 24 semi-contained flats with 14 
garages in Noll. Chine Crescent Road 
for Park Investments Ltd.; (b) light 
industrial building in Haviland Road for 
Durley Properties Ltd.; (c) four-storey 
block of 32 semi-contained flats with 


garage accommodation under in Madeira 
Road for The Property & Share Consoli- 
dated Ltd.; (d) four-storey block of 16 
semi-contained flats and 14 garages in 
St. Winifred’s Road for City Reconstruc- 
tion Ltd.; (e) two blocks of six semi- 
contained flats each with 10 garages in 
Surrey Road for Drewsons Ltd.; (f) 
factory offices and semi-contained flat in 
Wallisdown Road for Cummings & 
Morrish Ltd.; (g) five-storey block of 41 
semi-contained flats with garage accom- 
modation for 41 cars for Deerdale Pro- 
perties Ltd.; (h) two shops with four 
semi-contained flats over and four 
garages for Mr. J. A. V. Wraighte both 
in Wimborne Road; (2) alterations and 
installation of lift, two w.c.’s and two 
basins at Somerset House Hotel, Bath 
Road for Mr. N.C. Astbury. 


Burnley Corporation. Plans submitted for 
(1) erection of (a) telephone exchange in 
Brown Street; (b) despatch room at 
Rembloy Factory, Accrington Road, for 
Remploy Ltd.; (c) baptist church and 
school in Church Street for Trustees of 
Scion Baptist Church; (d) retail shops, 
offices, social club, snack bar and 
licensed premises in Parker Lane/Red 
Lion Street Croft Street/Boot Street for 
Burnley Investments Ltd.; (2) extensions 
to form (a) drawing office at Norcastle 
Works, Irene Street, for Northern Die- 
casting Co. Ltd.; (3) outline application 
for bridge over the River Calder, off 
Plumbe Street, for Samuel Smith & Sons 
(Colne) Ltd 


City of Lendon Corporation. Plans sub- 
mitted for (1) erection of shopfronts at 
64 and 112.114 Cannon Street; (2) exten- 
sion to (a) lift at 30 Bouverie Street; (b) 
basement, ground and first floors at 1-7 
Northumberland Alley; (3) demolition of 
fifth floor and erection of new fifth and 
sixth floors for use as offices at 4 Crosby 
Square; (5) erection of (a) seven-storey 
office building to an extension to the 
Atlas Assurance Company offices in King 
Street and Ironmonger Lane. 


Dewsbury Corporation. Plans submitted 
for (1) erection of (a) seven-storey shop 
and office block in Wakefield Road for 
M. Harrison & Co. (Leeds) Ltd.; (b) 
switch gear house at Howroyd Colliery. 
Whitley, for National Coal Board; (2) 
replacement of (a) five pairs of semi- 
detached houses with two blocks of six 
houses in St. Michael's Close for Johnston 
& Hinchcliff Ltd.; (b) 16 semi-detached 
pagenows in Bywell Close for T. Pryke 
td. 


Eastbourne Corporation, Plans submitted 
for (1) erection of (a) boiler house in 
Ringwood Road for Swan Laundry Ltd.; 
(b) store and workshop block at the 
Cavendish Bridge Depot, Bourne Street 
for the South Eastern Electricity Board.; 
(c) two-storey block of eight flats and 
four garages at Wish Hill, Willingdon; 
(d) single-storey store at Millers Yard, 
Green Street, for the Star Brewery Co. 
Ltd.; (e) petrol filling station in Kings 
Drive; (f) cold store, sub-station and 
ancillary buildings in Lottbridge Drove 
for Birds Eye Foods Ltd.; (g) four-storey 
block of eight flats in Michel Grove: 
(h) five-storey block of nine flats in St. 
John’s Road; (i) six-storey block of 36 
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flats, with detached block of 23 garages 
in Upperton Road; (j) 28 houses in 
Princes Road; (k) two blocks of 61 flats, 
28 garages in four blocks, estate office 
and electricity sub-station in The Avenue 
and St. Leonard’s Road; (1) 10-storey 
block of 37 flats in Royal Parade/Marine 
Parade; (2) outline application for (a) 
five-storey block of 10 two-bedroom flats 
with one flat with penthouse above and 
two garages in Trinity Place; (b) two 
four-storey blocks comprising 16 flats, 
one block of 10 garages and ene block 
of six garages in Link Road; (c) 32 
houses (six blocks of four and four 
pairs) and 21 garages in Princes Road; 
(d) four-storey block of 12 flats with two 
additional flats and penthouse floor, 
three-storey block of six flats, 10 garages 
and a caretaker’s store in Granville Road; 
(e) baptist church with halls, classrooms, 
vestries, toilet accommodation and car 
park in Eldon Road; (f) four-storey 
block of 12 flats and 12 garages in 
Staveley Road; (g) five-storey block of 
20 flats and 15 garages in Meads Road. 


Eccles tion. Plans submitted for 
(1) erection of (a) school clinic and child 
welfare centre in Barton Lane/Corpora- 
tion Road, submitted by Mr. 

Simmonds for the County Medical Officer 
of Health, Lancs County Council, East 
Cliff County Offices, Preston; (b) dining 
room at Worsley Golf Club, Monton 
Green, submitted by Messrs. Heywood & 
Ashworth, 2 John Dalton Street. Man- 
chester 2; (c) two blocks of four-storey 
flats in Cawdor Street, submitted by Mr. 
F. Bradley, 4 Wood Street, Bolton, for 
Corporation Housing Committee: (2) 
extension to (a) Eccles rugby club 
pavilion in Gorton Street, submitted by 
Mr. D. Chambers, 4 Collingwood Drive, 
Swinton; (b) factory in Andover Street 


for Mr. R. D. Moore; (3) rebuilding of 
Alder filling station, Worsley Road, sub- 
mitted by Mr. J. H. C. Brown for the 


Regent Oil Co. Ltd., 117 Park Street, 
London, W.1; (4) alterations to form dry 
goods warehouse at Portland Mill, Wood 
Street, submitted by Geo. T. Layton & 
Partners for Lankro Chemicals, Salters 
Lane; (5) alterations and additions to 
Victoria Mills, Cawdor Street, submitted 
by Messrs. C. S. Allott & Son for Scottish 
Brewers Ltd., Abbey Brewery, Holyrood 
Road, Edinburgh 8. 


Heanor U.D.C. Plans submitted for (1) 
erection of petrol filling station in the 
High Street/Alfreton Road for Ind Coope 
(East Mid.) Ltd.; (2) amended plan for 
stores and office at Ormonde Colliery 
for the National Coal Board. 


Liverpool Corporation. Plans submitted 
for (1) erection of (a) engineering factory 
in Speke Boulevard/Speke Hall Road; 
(b) additional classrooms and bedroom 
extension to convent in North Mossley 
Hill Road; (c) printing works in Pall 
Mall; (d) 20 detached bungalows and 
one detached house in Heath Hey, Heath 
Close and Rockbourne Avenue; (e) 47 
dwelling houses, 57 flats (two and three 
storeys) and 58 maisonnettes (four 
storeys) on Childwall Valley estate, 34 
houses, 30 flats (three storeys) and 26 
one-unit garages in Long Lane/Higher 
Lane, Fazakerley, eight shops with 16 
flats (two storeys over), 38 maisonnettes 
(four storeys) and 12 one-unit garages 
in Latimer Street, four shops with eight 
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flats (two storeys over) and 16 maison- 
nettes (four storeys) in Warwick Street, 
12 maisonnettes (four-storey block) in 
Brancker Street, three houses and nine 
flats in Toxteth Street, all for the housing 
committee; (f) changing pavilion in Hale 
Road, Speke; (g) additional classrooms 
at school in Stonebridge Lane, assembly 
hall extension in Aigburth Vale, gym- 
nasium and laboratories extension in 
Harthill Road, Calderstones, kitchen 
extensions to dining rooms at schools in 
Ellergreen Road, Norris Green and 
Periam Road, all for the education com- 
mittee; (g) public laundry and slipper 
baths in Crecian Terrace/St. Domingo 
Road for baths and public laundries com- 
mittee; (h) two 11-storey blocks (44 one- 
bedroom flats and 20 two-bedroom flats 
in each block) in Beechwood Road for 
housing committee; (2) alterations to 
garage and petrol filling station in 
Queens Drive, Walton, and erection of 
offices, stores and sanitary accommoda- 
tion; (4) outline application for (a) 
industrial (for production of 
animal feeding stuffs) in Bankfield Street; 
(b) Notre Dame R.C. secondary selective 
school for girls in Stonebridge Lane; (c) 
three-storey industrial premises (sack 
and bag works) in Denbigh Street /Athol 
Street. 


Manchester C.C. Plans submitted for (1) 
erection of (a) cooling tower and pump 
house at Crumpsall Vale Works, 


Blackley; (b) two-storey classroom block 
and first floor lavatory block at St. 
Edward's and St. Kentigern’s school, Yew 
Tree Road, Rusholme; (2) extension to 
(a) mill in Heaton Park Road, Higher 
Blackley for Heaton Mills; (b) St. 
Andrew’s C.E. school, Stockport Road, 
Levenshulme; (3) alterations and exten- 
sions to the Orion Inn, Burton Road, 
Withington. 


Newport, Isle of Wi 
for (1) erection o 


t. Plans submitted 
(a) warehouse in 


Medina Avenue for Hooper & Ashby 


| 


combined shuttering 


and reinforcement 
long span metal 


DECORATIONS ENTERPRISE LTD. 
Prariod & Contemporary 


Interior Decorators 
scumbling & glaze specialists to the trade 


25 Rose Street 


London, W.C.2__‘ Tel. : Temple Bar 2713 
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Ltd.; (b) two additional classrooms at 
Nine Acres school; (2) extension to Block 
Factory in Trevor Road for Mews Block 
Co. Ltd.; (3) outline application for (a) 
12 dwellings in Watergate Road for Mill- 
brooke Properties Ltd.; (b) 50 dwellings 
and garages and construction of two cul- 
de-sacs in Church Road/Palmers Road, 
Wootton, for H. E. Butler. 


Norwich C.C. Outline application for 
ll-storey block of offices and studios in 
Thorpe Road. 


York C.C. Plans submitted for (1) erec- 
tion of (a) pump house at the sugar 
factory, Boroughbridge Road for the 
British Sugar Corporation Ltd.; (b) fifth 
floor to the Melangeur block at the Cocoa 
Works, Haxby Road, for Rowntree & 
Co. Ltd.; (c) eight semi-detached houses 
at Langholme Drive for Yates Ltd.; (d) 
four shops in West Bank Acomb Road 
for Acomb Developments Ltd.; (e) wing 
to the Bar Convent school in Nunnery 
Lane/Blossom Street for the Reverend 
Mother Superior and Governors; (f) two 
shops and maisonnettes in Kingsway 
West/Green Lane for the housing com- 
mittee. 


THOMAS CRAPPER 


& CO., LTD. 

Merchants of Sanitary Appliances 
Kitchen Equipment and Plumbing Fittings 
Catalogue on request 
120 KINGS ROAD, S.W.3. KEN. 4831 


“SYSTON” Rolling Shutters 


MANUFACTURED IN STEEL, WOOD & ALUMINIUM 
GALVANISED SHUTTERS AND SERVERY 
HATCHES TO SUIT ALL REQUIREMENTS 


SHUTTER CONTRACTORS TO WAR OEPARTMENT AND AIR MINISTRY 


J. TAYLOR (SYSTON) LTD. - SYSTON - LEICESTER 


VELEPHONE: SYSTON 2133 + MANCHESTER OFFICE: RINGWAY 3996 


NORTHERN POLYTECHNIC, HOLLOWAY, LONDON, 
Principal : T. J. Drakeley, C.B.E., D.Sc., Ph.D., F.R.L.C., F.LR.L. 
Head of Department of Surveying and Building : C. G. Bath, F.R.1.B.A., A.M.T.P.I. 

DAY SCHOOL OF SURVEYING. This School is DAY SCHOOL OF BUILDING. The course is ap- 
recognised as an approved place of instruction by proved by the Institute of Builders and prepares 
the Royal Institution of Chartered Surveyors. students for the higher branches and managerial posi- 
course extends over three years and covers the syl- _ tions of the building industry. The three vears’ course 
labus of the First, Intermediate and Final Examina- prepares for the Intermediate Examination of the 
tions in Quantity and Building Surveying. Institute of Builders. A further two years’ evening 
PART-TIME DAY SCHOOL OF SURVEYING course concurrent with experience in the building 
and EVENING SCHOOL OF SURVEYING. The industry leads to Part I and Part Il of the Final 
five years’ part-time day and the evening schoo] Examination for A.1.O.B. 

course of lectures = syllabus oftheexamina- PART-TIME DAY SCHOOL OF BUILDING and 
tions of the R.LLC.S. (Quantities and Building EVENING SCHOOL OF BUILDING. The five 
Surveying.) Entrance qualifications: Five selected _ years’ part-time day and the Evening School prepare 
G.C.E. subjects at ‘‘O” level including Englishand students for the Intermediate 1.0.B., and a further 
Mathematics. two years’ concurrent with experience in the building 
FEES for Day Schools of Surveying and Building £30 per annum. industry to the Final Examination for A.1.O.B. 
FEES for Evening and Part-time Schools 30/- te 75/- per annum. Entrance qualifications: Five G.C.E. subjects at ““O” 


N.7 


The 
Stainless Steel Sink 
Co. Ltd. 


Manufacturers of 


PLAP»> 


SINKS 
Head Office: 


Ring Road, Lower Wortley, Leeds, 12 


London Office: The next school year commences on 26th September, 1960. level including English, Mathematics and a science, or 
14 Great Peter Street, S.W.1 Prospective day students will be by equivalent qualification. x 
q Ye Prospective evening students will be interviewed and enrolled on 20th and 21st September, belwoms 5.30 and 7.30 p.m. 


Prospectus post-free on application leph : MORth 1686 a 


Specialists in 


STAINLESS STEEL 
STERILISING SINK UNITS 


GAS, ELECTRIC OR STEAM. IN SIZES TO REQUIREMENTS 


Expertly made and beautifully finished. 


UNDERPAID ? 


Only two weeks’ holiday? 
Worried about the bank rate? 
If you are an assistant work- 
ing in a private or commer- 
cial architectural office and 
are dissatisfied with your pay 
or conditions of service, 
contact a group who are 
doing something about it 


Write to the Secretary: 
Salaried Architects Campaign Committee 
Association of Building Technicians 
156 Waterloo Road, S.E.1 


Metal Craftsmen 


Associated ddlorks 


30 ST ANDREWS. SQUARE, GLASGOW. Ct 
Phone : BELL 2004/6 “STAINLESS, GLASGOW" 


London: 7 Grosvenor Gardens, S.W.1. 
Phone: Victoria 1977/8 
and at Belfast, Dublin, 
Liverpool, Birmingham, Newcastle and Manchester 


Grams : 
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THE SMALL BORE WONDER 


by the architect who insists on the 
DAXEL because of its easy-to-clean, 
contemporary pipe-biending styling 
INSTALLED 

by the Heating Engineer who finds 
the DAXEL easiest of all to fit; 

no need for mating flanges; screws on 
in a jiffy 


The most acclaimed small bore accelerator — the 
DAXEL embodies all the design features required by the 
modern heating systems 


Officially tested and approved; found to be the most 
stlent accelerator on the market 


by the go-ahead merchant who 
appreciates this fast selling line and 
the range of discounts the 
DAXEL offers 

OWNED 

by the house-proud customer who is 


delighted to discover an unobtrusive, 


yet absolutely silent accelerator 


ome BRYDON & YOUATT 


Tee 


STOCKPORT 
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FLOODING! 


Nothing to turn, push or pull, the amaz- 
ing DAVENSET starts automatically, 
stops only when the water level is 
lowered! 

Special air-bell construction ensures 
pump will operate—even under 10 ft. of 
water. Placedin sump, float switch auto- 
matically starts electric motor as water 
rises. 

Weighs only 54 lbs.—easily carried by 
one person. Minimum maintenance 
required. 

Easily installed—just place on floor and 
connect to electric mains. 

Ideal for Cellars, Boilerholes, Manholes, 


Lift Shafts, Cable Trenches, Septic, 
Tanks, etc. 
Price £29. 17. 6. 


Available from Plumbers’ Merchants & 
Electrical Wholesalers or ex stock from 


PARTRIDGE WILSON & CO. LTD. 


Davenset Electrical Works 


+ Leicester 


An indispensable guide to prominent 


people in the electrical industry 


ELECTRICAL 


WHO'S WHO 1960-6! 


the only book of its kind 


The sixth edition of this comprehensive personal directory 
contains some 9,000 biographies of people in all branches 
of the industry, showing education, training, careers to date, 
membership of associations and private addresses, with an 


additional alphabetical listing of firms and organizations in 


the industry, with their principals. 


35s net by post 36s 9d about 550 pp 


from leading booksellers 


An ELECTRICAL REVIEW book 
Dorset House, Stamford Street, London, S.E.\ 


Apply Contracts Manager: 


ELYS OF WIMBLEDON (since 1876) 


Telephone: WIM 300 


CONTRACTS 


DEPARTMENT 
offers... 


. specialised service at most competitive prices for 
all types of furniture and furnishings. Contemporary 
or Traditional Design. We have had long experience 
in working in conjunction with Architect's specifications 
or to creating our own schemes for your approval. 


A member of the GEORGE FISCHER group (Switzerland) 


BS 1247/1955 


Ask your usual supplier, or write to 


GF Malleable Iron is 
strong and reliable. 
Specify GF Step Irons 
for your next job. 
Standard types are: 


34lb. with 48” tail 
for 44° brickwork 
4ilb. with tail 
for 9 brickwork 


For precast concrete manholes: 
2/b. with 1%” tail 
with 2” tail 
with 3}" tail 


BRITANNIA IRON & STEEL WORKS LIMITED 
BEDFORD Telephone: Bedford 67261 ENGLAND 


| 
| T Automatic Pump 
| | | | 
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the new way to say 


MOSAICS 


FELTWOOD is real wood flooring—in 
ready-to-lay panels of fin. hardwood blocks in- 
dissolubly bonded to an underlay of damp-resist- 
ing felt. The mosaics cannot work loose. A heated 
building is not required, yet it withstands all forms of 
under-floor or ceiling heating. 


FELTWOOD is easily laid, is available in many lovely 
hardwoods, has every single advantage of a traditional wood 
floor plus the damp-resistance and extra resilience the felt gives 
it—and it 


COSTS BARELY MORE THAN SYNTHETIC FLOORING 
We hold large stocks of many different hardwoods seasoning in our yards. 


4 BITUMEN FELT 
2. BITUMEN BOND 


Write for leaflet ABF and sample 
MANUFACTURED BY pene! of Feltweed— 


i G & VIGERS BROS. LTD., Ludgate Broadway, 


London, E.C.4 Tel.: CiTy 2111 and at Belfast, Exeter, Cardiff, Birmingham 


~ 


The British Film Institute has now moved into 
a handsome four storey building in the West 
End —a really top quality building where only 
the best is good enough. And the best includes 
Grangewood Partitions on all four floors. The 
handsome timber units look permanent, yet 
they can be moved overnight — they fit flush 
round ceiling beams, that’s part of the 
Grangewood flexibility plan, and they give 
sound insulation. And on top of that, they're 
20% cheaper than custom-built partitions. 
Grangewood Partitions are worth finding out 
about. Why not ask us to send you full details. 
GRANGEWOOD PARTITIONS AUSTINS OF EAST HAM LTD ABBOT’S ROAD EAST HAM LONDON E6_ Telephone GRAngewood 3444-9 


: 
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with LATEX and 
RESILIENT FOAM CUSHIONING 


LONG LENGI 


as used in HOTELS, BARS & CLUBS, MUNICIPAL 
BUILDINGS, RECEPTION AND WAITING ROOMS, 
SCHOOLS AND LECTURE HALLS, WINDOW BAYS 
AND ALCOVES, EXHIBITION STANDS 


Dunlopillo cushions and backrests supplied 


to any specification, uncovered or covered 


and ready for installation on site detail 
LATEX UPHOLSTERY LIMITED 


THE LEADING SPECIALISTS 
41 LONSDALE ROAD, LONDON, W.!!. Phone: BAYswater 6262-5 


For good looks 
For hard wear 
For every stair * 


* 19 nosing types in pure aluminium, plestic- 
filled in choice of 9 colours 
(also fobric-filled) 


ToSmall & Parkes Ltd. (Stairtreads Dept. ) 
Piease send me Hendham Vale Works, Manchester 9 
your illustrated 
catalogue giving Name 
details of = 
nosings, colours & 
dimensions of 
Don Stairtreads 
—and names of 
depots and 
suppliers. SMALL & PARKES LTD 
HENDHAM VALE WORKS - MANCHESTER 9 
London: 251 Kingston Road, London, S.W./9 
CHErrywood 3806/7 
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PROMPT DELIVERY 


The Rol-over-dor is made 

stronger to last longer. 24 gauge 
hot galvanised interlocking steel slats form 
a continuous full width joint giving great 
strength and rigidity. The unique design 
operated by counter-balanced springs gives 
finger-tip control. 


For fully descriptive No weights ! No pulleys ! 
literature The Rol-over-dor is supplied complete with 
write or telephone: all the necessary operating gear and with 


lock. Three sizes:- 7 ft. wide x 6 ft. 6 ins. 
high, 7 ft. x 7 ft. and 8 ft. x 7 ft. 


Brook Street 
Basingstoke 


Telephone 1070 


made by Haskins 


MAKERS OF THE WORLD FAMOUS ROLADOR SHUTTERS 


FIREBACK HOOD 


(PAT 


AND OUTLET 


DESIGN 


SECTION OF FIREPLACE 

Showing Hood and Outlet IN BEST QUALITY 

assembled together. FIREBRICK MATERIAL 

OUTLET HOOD 

@ Predetermines entrance @ Seals off fireback to 
to flue. lintel 

. Restricts throat to @ Resists heat to back of 
correct size. surround 

OCowectly splayed @ Shelf remains cool. 


throat aperture. 


@Smoke passes un- @Eliminates smoke 
impeded into flue. pocket 


WRITE FOR FULLY 
ILLUSTRATED 


LEAFLET STOCKED BY LEADING MERCHANTS EVERYWHERE 
BOWENS 


Telephone: BRIERLEY HILL 78101-78102 


STRUCTURAL 
STEELWORK 


for 
INDUSTRIAL 
PROJECTS 
ROOF TRUSSES 
to 1000" SPAN 


The NORTHARC service 
can provide for steelwork 
supply only or include for erection and sheeting as required. Our drawing 
office is available for plan preparation employing the latest design methods 


THE NORTHARC ORGANISATION LTD. 


& 
260, LANGHAM ROAD, TURNPIKE LANE, LONDON, N.15.— 
PHONE BOWES PARK 3757 


= 
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Vie 


and the only 
unbreakable cistern too! 


Success follows success with Fordham. 
After the Fordham ‘Eterna’ in white 
plastic—the ‘Eterna’ in black plastic. Here 
is the lowest priced plastic cistern. The 
only one in rigid polythene and so the 
only really unbreakable cistern. It has 
all the well-proved Fordham advantages 
too, resulting in dependable, everlasting, 
maintenance-free operation, whatever the 
water conditions. For low-cost housing, 
the Fordham black, ‘Eterna’ is supreme. 


To B.S.S. 1125/1959. 

Width ... . I9gins. tocki 
Projection. . 7 ins. 18 ‘Eternas’ occupy less 


than 2 square feet of 


Weight complete — 


7 Ibs. Front lever of 
unique design. 


se Write NOW for fully illustrated literature 


Fordham £7£RNVA 


FORDHAM PRESSINGS LTD., DUDLEY ROAD, WOLVERHAMPTON 
Other Factories at: Earlsfield (London) Hinckley (Leics.) Sedgley (Stoffs.) 


The Finest Combination of 
Sound and Thermal Insulation 


JAB LITE 


USED THROUGHOUT 
18 STOREYS OF MOOR HOUSE 


Architects: Lewis, Solomon, Kaye & Partners. 
Contractors: Token Construction Co. Ltd. 


¥ JABLITE PLASTIC CEILINGS AND 
CURTAIN WALL INFILL PANELS. 
approved by London County Council. 

¥e Jablite is the original and only expanded 
polystyrene available to the Building 
Industry in any size up to 12’ x 4’ in 
Standard, Non Flam and Vapour Seal 
grades. 

¥e¢ Prompt deliveries to site at short notice. 

You can build lighter and higher with Jablite 


JABLO PLASTICS INDUSTRIES LTD. 


JABLO WORKS, WADDON, CROYDON 
TELEPHONE: CROYDON 2201-3, 6922 


| , gf 
gf ‘3 
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Essential components for BETTER timber structures 
AN ANNOUNCEMENT ABOUT 


TEMBER CONNECTORS 


“TECO” 
“ BULLDOG” 
“ TRIP-L-GRIP” 


These three brands have become so well known over a 
period of years that they are in danger of being considered 
generic terms for types of timber connectors. It is 
necessary to make clear that these names are in fact 


You'll get anywhere REGISTERED TRADE MARKS 
with push applicable only to 
*“*TECO”™ 24” dia. and 4” dia. DOUBLE BEVELLED SPLIT-RINGS. 
.. except through a door marked ‘Pull’, or would it not “TECO” dia. and pressed and malleable 
: A ATES. 

be better to use the latest Rubbadoors translucent : “BULLDOG” toothed-plate connectors (five sizes). 
P.V.C. where both parties can see through doors which **TRIP-L-GRIP” FRAMING ANCHORS—for stronger nailed 
obviate accidents? Many far-seeing managers now 
acclaim them, they provide a noiseless action 90 deg. To specify and use these branded timber connectors 
cither way and stend up te rigorous use ever mony years. ® is your assurance that they are manufactured to BS. 1579, 


where applicable. 


When kt)! specify, and insist that vou get— 
“TECO”, “ BULLDOG" and “ TRIP-L-GRIP ” brands. 


DESIGN AND GENERAL DATA AVAILABLE FROM 


Rubbadoors 


Rubbarite Ltd 


NEW BIRD ST 


MACANDREWS & FORBES 


UVERPOOL 1. TEL. ROYAL 7121 9161 


} TON 
TEL: ABBEY 445/-3 


LAMP CHANGING EQUIPMENT 
GRABS 17 TYPES 
MOUNTING HEIGHTS 


Lanes 28 LIGHTING FITTINGS by the 
NO-CLIMB SYSTEM. irs unique DESIGN ENABLES A 
LOUVRES AND LAMPS. See Sketch samove FITTING TO BE TAKEN UP AND DOWN IN THREE MINUTES. COM 
LAMP CAP REMOVERS BC ES GES PARE THIS PERFORMANCE WITH OTHER METHODS, PARTICULARLY 
PANEL INDICATOR REMOVERS 18-28 MM. DIA. LAMPS rare parr PLACES. MAKE SURE YOU SPECIFY NO-CLIMB NOW! 


us for fu ; 
CABLE STRIPPERS Porters Bor 2267 
re M “WOTHERSPOON & CO. LTD. + 200 BISHOPSGATE - LONDON + EC2 


SOMETHING BETTER ....? 


A POLISHED HARDWOOD HANDRAIL 
and MIDRAIL — to enhance 


your staircase .... ? 
. . . « Consult the Specialists 


ARCHITECTURAL ORNAMENTS 


Permanent and frost proof 


£3.15.0 


F. J. LEWIS LTD. 20° across 


£7.10.0 Height 35” 
HANDRAIL HOUSE 234" high 
London N.W.6 Extra Base 9” square 
Maida Vale 0871/5 Write for illustrated leaflet £6.17.6 £5.0.0 


L. J. KNIGHT LTD., Ellicombe, Minehead, Somerset 


| | 
Schoo Keepe 
Servicing 
a 20 feet 
By courtesy of 
LCC 
. “ +>. a 
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TEMPLEX LIGHT STEEL 
FACTORY BUILDINGS 


Fully illustrated Technical Brochure available 


PEMPLEX HOLDING 
STEEL CONSTRUCTION CO. LTD 


110 KINGS RD., SLOANE SQUARE, S.W.3 
KENsington 2628 and 2539 


Steel Fabricating Works : Cuthbert Street, St. Helen's Road, 
Bolton, Lancs. Bolton 1436 and 5579 


The permanent 
sealer and dustproofer 
for Concrete Floors 


WATCO 


CONCRETE HARDENER 
A non-chemical product 


that fulfils exacting requirements in the fields of 
Electronics, Automation, and Nuclear Energy 


Over twenty million square 
feet of concrete flooring have 
been Watco-treated,andusers | 
include many of the largest 


| industrial firms, as well as 
Government Departments, 
Public Corporations, and 
Municipal Authorities. 


Only one treatment required 


READ ALL ABOUT IT! 


The Watco booklet Factory Floor Facts (16 pp. 
illustrated) gives much information about the 
cause and cure of concrete ‘dusting’, and gives 
tabulated results on laboratory wear tests. 
Apply for your free copy today. 


WATCO (SALES) LTD (Dept. 5 ) 
Floor Treatment Specialists 


56 BUCKINGHAM GATE, LONDON, SWI 
ViCtoria 0623/2788 


The word WATCO 


ARBOLITE 


METAL CASEMENT PUTTY 


the perfect 
for glazing METAL WINDOWS 


ARBOLITE Metal Casement Putty is the key 
to the successful glazing of metal windows. 
Eliminates cracking and wrinkling because 
it contains ARBOSYN, which ensures greater 
durability, better adhesion and controlled 
setting properties. 


the master 
glazing 
compound, that 
bonds glass to 
metal makes 


METAL WINDOWS 


last 


LONGER 


RATCLIFFE 


AND COMPANY LIMITED 
DERBY _‘Tel.: Belper 891 /2/3 


BELPER 


Me 
ARBOLITE 
te 
= Po 
* 
4 
‘4 
| 
reo 


Close for press - first post Monday for following Wednesday issue. 


APPOINTMENTS 


Borough of Taunton 
Architect's Department 
APPLICATIONS are invited for the 
following appointments in the Borough 

Architect's Department:— 

(1) Assistant Architects, Grade A.P.T. IV 
(£1,065-£1,220 p.a.). 

(2) Assistant Architects, Special Grade 
(£785-£1,070 p.a.). 

(3) Architectural Assistant, Grade A.P.T. 
(£765-£880-£1,065 p.a.). 

(4) Architectural Draughtsman, Genera! 
Division (£210-£595 p.a.). 

(5) Quantity Surveying Assistant, General 
Division-Clerical Division Grade I 
(£210-£595-£670 p.a.). 

Superannuable posts subject to medical 
examination, and to National Conditions 
of Service. Applications, stating age, 
present position and salary, qualifications, 
experience and names of two referees, to 
be sent to C. Bacon, F.R.I.B.A., Borough 


Architect, Flook House, Station Road, 
Taunton, by Tuesday, September 20, 
1960. 
K. A. HORNE, 
Town Clerk. 
(6961 


City and County of Newcastle upon Tyne 
City Architect’s Department 
THE City Architect will be pleased to 
receive applications for the following 
vacancies in the Rehousing Section of 
the Department:- 
(a) Principal Assistant Architect (1), 
JNC Scale *C’ (£1,385-£1,620 per annum). 
(b) Principal Assistant Architect (II). 
INC Scale ‘B’ (£1,255-£1,485 per annum). 
(c) Senior Assistant Architect, API 
Division, Grade IV (£1,065-£1,220 per 
annum). 
Application Forms and full particulars 
may be obtained on application in 
writing to George Kenyon, ARIBA, 
AMTPI, City Architect, 18 Cloth Market, 
Newcastle upon Tyne 1. Applicants must 
state the post applied for when requesting 
particulars. 
Closing date for completed applica- 
tion:—Saturday, October 1, 1960. 
JOHN ATKINSON, 
Town Clerk. 
Town Hall, 
Newcastle upon Tyne 1. 


September 5, 1960. [6972 


ARCHITECTS AND MAINTENANCE 
SURVEYORS. Pensionable posts for 
men and women at least 25 and under 35 
on January 1, 1960 (extension for regular 
Forces service, Overseas Civil Service, 
established civil service and temporary 
Government service as Architect or 
Maintenance Surveyor). Candidates must 
be registered Architects or, alternatively, 
for Maintenance Surveyor posts. have 
achieved Corporate membership of 
RICS (Building Section), or have passed 
examinations necessary for attaining 
Corporate membership. Salary (men, 
London) £830-£1,125 according to age, 
rising to £1,300. Promotion prospects. 
Write Civil Service Commission, 17 
North Audley Street, London, W.1, for 
application form quoting 8/60-61. [6973 


The University of Sheffield 
Planning R. Johnson, B.A., 
R.1.B.A. 
ASSISTANT ARC HITECT required for 
Planning Office which is supervising a 
new building programme costing about 
£5 million. The work will be varied and 
interesting and will provide excellent ex- 
perience for a young and capable man. 
Commencing salary according to ex- 
perience within scale £900 x £50-£1,300 
with family allowance of £50 per child, 
and superannuation benefits. Apply by 
letter to the Bursar, The University, 
Sheffield, 10, giving names of two persons 
to whom reference may be made, before 
September 20. Envelopes should be 
marked “Assistant Architect—Planning 
Office”. [6939 


City of Sheftield—Waterworks 
Undertaking 

Yorkshire Derwent Scheme 
APPLICATIONS are invited from ap- 
propriately qualified persons for the 
appointment of QUANTITY SUR- 
VEYOR, scale APT V salary £1,220 to 
£1,375. Commencing salary within the 
scale according to qualifications and 
experience 
The successful candidate will be required 
to ‘take off’ and compile Building and 
Civil Engineering Bills of Quantities for 
the Works of the Yorkshire Derwent 
Scheme and later be responsible for the 
measurement of the works. Further 
details of this Scheme can be obtained 
from A. B. Baldwin, MEng, General 
Manager and Engineer, Sheffield Cor- 
poration Waterworks, Town Hall, Shef- 
field 1 
The appointment is superannuable and 
subject to medical examination and to 
the National Joint Council Conditions 
as applied by the City Council. 
Applications are to be forwarded to the 
undersigned by September 26, 1960, 
stating age, qualifications, past and 
present appointments (with dates and 
salaries), details of relevant experience 
and schemes engaged upon, together with 
the names of two referees. 

JOHN HEYS, 
Town Clerk. 

Town Hal! 


Sheffield | [6969 


County Borough of Bury 
APPLICATIONS invited for permanent 
appointment of SENIOR ASSISTANT 
ARCHITECT, APT IV (£1,065-£1,220). 
Commencing salary according to qualifi- 
cations and experience. 

Applicants should be experienced in 
dealing with contracts for large public 


works and should be professionally 
qualified 

Applications, stating age, details of 
training qualifications, experience, 


present and previous appointments, 
together with names and addresses of 
two referees, must reach me by October 
8, 1960. } 


EDWARD S. SMITH, 


Town Clerk. 
Town Hall 
Bury. 
September 8, 1960. [6985 


CONTRACTS 
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Official Announcements 


APPOINTMENTS 


TENDERS 


Rates + 25s per inch and pro rata, minimum half inch. 


Middlesex County Council 
ASSISTANT ARCHITECTS, | salary 
range £830-£1,265. 

Commencing salaries will be assessed 

according to ability and experience. 

The department has in hand an interest- 

ing programme of works which will be 

designed under the direction of Mr. 

Whitfield Lewis, F.R.1.B.A., County 

Architect. 

Organization is on a group basis and full 

scope will be given to Architects who 

show marked design ability. 

Good career prospects can be expected. 

Prescribed conditions. 

Application forms from The County 

Architect, 1 Queen Anne’s Gate Build- 

ings, Dartmouth Street, S.W.1, returnable 

by October 3. (Quote E.265 ABN_) (6938 
6 


ARCHITECTURAL ASSISTANTS 
INTERMEDIATE OR FINALS 
STANDARD 
required in 
Chief Architect's office 

Interesting and varied work. Five-day 
week, bonus, etc. Appointments per- 
manent and superannuable. 

Write (in confidence) stating age, ex- 
perience and salary required to Personnel 
Manager, 

WATES LIMITED 
London Road, Norbury, London, S.W.16 


[0830 
Australia 
The University of New South Wales, 
Sydney 


LECTURER—SCHOOL OF 
ARCHITECTURE 

THE University invites applications for 
appointment to the position of Lecturer 
in the School of Architecture at Kensing- 
ton. 
Salary: £A1,743 
annum. 
Commencing salary according to quali- 
fications and experience. 
Applicants must be qualified town plan- 
ners and possess an appropriate degree, 
diploma or equivalent qualifications and 
should be eligible for membership of the 
Town Planning Institute in Australia or 
Britain. 
The successful applicant will be required 
to lecture and conduct studio work in 
the subject of town planning and assist 
in the subject of civic architecture. 
Subject to passing a medical examina- 
tion, appointee will be eligible to con- 
tribute to the State Superannuation Fund. 
Appointee will be eligible for 12 months’ 
study leave on full salary after six years’ 
service. 
First class ship fares to Sydney of the 
appointee and his family will be paid. 
Four copies of applications, including 
the names of two referees, should be 
lodged with the Agent General for New 
South Wales, 56-57 Strand, London, 
W.C.2, and a copy forwarded by airmail 
in an envelope marked ‘University 
Appointment’ to the Bursar, The Uni- 
versity of New South Wales, Box 1, Post 
Office, Kensington, New South Wales, 
Australia, before October 14, 1960. [6982 


range £A2,448_ per 
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Announcements 
APPOINTMENTS (cont) 


County Borough of Bury 
APPLICATIONS are invited for the 
following permanent appointments:— 
(a) Assistant Estates Surveyor. A.P.T. I 
(£610-£765) or A.P.T. II (£765-£880) or 
Special Grade (£785-£1,070). 

(b) Assistant Quantity Surveyor. A.P.T. I 
(£610-£765) or A.P.T. IL (£765-£880) or 
A.P.T. IIL (£880-£1,065) or Special Grade 
(£785-£1,070). 
Commencing salaries will be fixed 
according to qualifications and experi- 
ence. Applications, stating appointment 
applied for, age, details of training, 
qualifications, experience, present and 
previous appointments and salary, 
together with the names of two referees, 
must reach me by September 21, 1960. 
EDWARD S. SMITH, 


Town Clerk. 
Town Hall, 
Bury. 
August 30, 1960. [6959 


Borough of Enfield 
Borough Engineer and Surveyor's 
Department 
(Non-County Borough in the County of 
Middlesex. Population 109,700. Area 
12,400 acres) 

AMENDED ADVERTISEMENT 
APPLICATIONS are invited from suit- 
ably qualified persons for the following 
permanent appointments:— 

(1) Assistant Architect, A.P.T. LV, £1,065- 
£1,220 plus London Weighting. 
(2) Architectural Assistants 
A.P.T. Ill, £880-£1,065 plus 
Weighting. 

(3) Architectural Assistant, A.P.T. II, 
£765-£880 plus London Weighting. 

(4) Junior Architectural Assistant, A.P.T. 
I, £610-£765 plus London Weighting. 

The commencing salary will be fixed at 
points within the Scale commensurate 
with qualifications and experience. 

There is a large varied programme of 
work, including the redevelopment of 
Clearance Areas and other areas 
scheduled for Comprehensive Develop- 
ment. 

Housing accommodation may be made 
available in appropriate cases. The 
Council is also prepared to consider 100 
per cent advances to successful applicants 
for house purchase within the Borough. 
Saturday mornings are normaliy free 
from duty. 

Application forms, obtainable from H. D. 


(2. No.), 
London 


Peake, M.Sc.(Eng.), M.LC.E., Borough 
Engineer and Surveyor, 7 Little Park 
Gardens, Enfield, Middlesex, must be 


delivered to the undersigned not later 
than Monday, September 26, 1960. 
CYRIL E. C. R. PLATTEN, 


Town Clerk. 
Public Offices, 
Gentleman's Row, 
Enfield, Middx. [6942 


Borough of Bexley 
ASSISTANT ARCHITECT 
APPLICATIONS are invited for this 
appointment at a salary within Grade 
APT III (£880-£1,065 per annum) plus 

London Weighting. 
Candidates should have suitable quali- 
fications and have had experience in 
school and housing projects. 
Form of application and conditions of 
appointment. are obtainable from 
Borough Engineer, West Lodge, Broad- 
way, Bexleyheath, to whom completed 
applications must be returned by Mon- 
day, October 3, 1960, The Council may 
be prepared to assist in the provision of 
housing accommodation. 
Canvassing will disqualify. 
ARTHUR GOLDFINCH, 
Town Clerk. 
[6974 


City of Birmingham 
QUALIFIED ARCHITECTS, Grade 
APT IV (£1,065 to £1,220 per annum), 
required in the City Architect’s Depart- 
ment to work on new Exhibition Hall 
and other buildings. Commencing 
salaries according to experience and 
capabilities. 

A great opportunity exists for enthusias- 
tic and imaginative Architects who wish 
to assist in work of such architectural 
importance. 
Pension Scheme. Five-day week, Medical 
Examination. 
Applications stating age, present posi- 
tion and salary, qualifications, experience 
and two referees to reach the undersigned 
by September 30, 1960. 

A. G. SHEPPARD FIDLER, 

City Architect. 

Civic Centre, Birmingham 1. [6983 


Leeds Regional Hospital Board 
APPLICATIONS are invited for the 
following appointments in connection 
with the construction of a new multi- 
storey reinforced concrete-framed general 


hospital at Huddersfield (500 beds, 
approximate cost £3,500,000). The 
building work commenced in March 


this year and it is anticipated that site 
works will continue until 1962/63. 

(a) Assistant Clerk of Works (Mechani- 
cal and Electrical), salary scale £800/£900 
per annum. 

(b) Assistant Clerk of Works (Building), 
salary scale £600/£750 per annum plus 
payment for overtime. 

Applications stating age, qualifications, 
previous experience together with names 
and addresses of two persons to whom 
reference may be made to the Secretary, 
Park Parade, Harrogate by not later than 
September 30, 1960. [6984 


ARCHITECTURAL APPOINT- 
MENTS VACANT 


ASSISTANTS urgently required, inter- 
mediate to final standard. Interesting and 
varied work with opportunities for site 
supervision. Salary from £600 plus L.V. 
G. Gordon Stanham, Adamson, Gray & 
Partners, 9/10 Fenchurch Street, London, 
E.C.3. MANsion House 1010 or 5274. 

[0350 


DEVEREUX & DAVIES require capable 
and enthusiastic assistant architects, 
salary £1,000 per annum or according to 
experience and ability—Devereux & 
Davies, 3 Gower Street, Bedford Square, 
London, W.C.1. [0660 


ARCHITECTURAL ASSISTANT, Inter- 
mediate standard. Busy London office. 
Good prospects. Box 3668 [0080 


WEST END OFFICE requires Assistant 
Architects of Final and Intermediate 
Standards for interesting industrial pro- 
jects in Home Counties. Good salaries 
offered to men with initiative and ability. 
Bonus scheme, five-day week, holiday 
arrangements honoured. Box 0627. [0380 


ARCHITECTURAL ASSISTANT re- 
quired, with at least two years’ office 
experience. Apply in writing to Thomas 
Mitchell & Partners, 20 Bedford Square, 
London, W.C.1. [0916 


BASIL SPENCE & PARTNERS require 

ualified and experienced Architects to 
ail itions of responsibility on a major 
building programme. Write to 48 Queen 
Anne Street, W.1, stating experience and 
salary required. [0740 


ARCHITECTURAL ASSISTANT re- 
quired, able to work on own initiative, 
varied practice, small office, opportunity 
for advancement. Write or phone, 
Nicholson & Rushton, 2 New uare, 
Lincoln’s Inn, W.C.2.. HOLborn 710380 


ARCHITECTURAL ASSISTANT, Lon- 
don, Final standard. Industrial and com- 
mercial. Pro sive and interesting. 
Salary accordin; 74 to experience and 
ability. Box 366 [0079 


ASSISTANT ARCHITECTS, salary up to 
£1,250 according to ability and experi- 
ence, for Colleges, Hostels, Schools all 
types. Apply—Charles Pike & Partners, 
14 Lincoln’s Inn Fields, London, W.C.2 
or phone HOL, 3532 for aoe 

692 


ANY IMAGINATIVE ARCHITEC- 
TURAL ASSISTANT who would like to 
work in a team of three on an unusual 
administrative building and a University 
Laboratory Block is invited to telephone 
Whitehall 2552. Salary around £850. [0741 


APPOINTMENT OF SENIOR ARCHI- 
TECTURAL ASSISTANTS. Applica- 
tions are invited from Qualified Archi- 
tects to take up responsible positions with 
Consultant Architects to large-scale 
Estate Developers in the Southern 
Counties. The posts offer considerable 
scope in a variety of projects. 

The Contracts already in hand will 
extend for a minimum period of ten 
years. 

Subject to a probationary period of six 
months, the posts will be permanent and 
a generous non-contributory pension 
scheme is available. 

The present contracts cover normal 
domestic buildings up to twelve-storey 
units and from small estates up to small 
townships of some 2,500 units, shops, 
offices, hall, churches, etc. 

Applicants must, therefore, have good 
design sense, first-class knowledge of 
construction and administration and 
experience of multi-storey development. 

Salaries will be commensurate with 
ability and experience. Please apply in 
writing, stating age, experience and 
salary expected to:— 

Walter G. Palmer & Associates, Char- 
tered Architects and Surveyors, 1 Sprin 

Crescent, Portswood, Southampton. 


TAYLOR, YOUNG & PARTNERS, 
MANCHESTER, require assistants for 
work on schools, hospitals and other 
projects. Pension scheme, salary up to 
£1,200 per annum according to ability 
and experience. Apply in writing, to 195 
Oxford Road, Manchester, 13. [6949 
ARCHITECTURAL ASSISTANT with 
some good all-round experience required 


at Welwyn office—31 Church Street, 
Welwyn 700. [696 


q 
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ARCHITECTUKAL APPOINT- 
MENTS VACANT (cont) 


BRIAN PEAKE requires assistant 
interested in and capable of running 
small contracts, domestic and commercial. 
Tel: GROsvenor 7888. [6977 
ARCHITECTS of differing grades re- 
quired for a variety of interesting work, 
particularly industrial. Please apply: 
A. M. Gear & Associates, 12 Manchester 
Square, London, W.1. Telephone: 
HUNter 0331. [6981 
QUALIFIED School-trained architects 
with a minimum of two years’ office 
experience required by busy and ex- 
panding London firm. Salary range 
£1,200-£1,500. Preference given to those 
with design ability and the capacity to 
think clearly, write intelligibly, draw 
superbly and work hard, Apply giving 
full details of education and experience 
tc Box No. 1705. [6979 
A LONDON OFFICE in pleasant 
surroundings, not a country practice. 
Architect requires senior and _inter- 
mediate assistants for work on large 


projects of very varied nature. Apply in 
writing, stating age, experience and 
salary required, to Roff Marsh, 


F.R.1.B.A., M.T.P.1., 125/7 London Road, 
Chelmsford. [6957 
ARCHITECTURAL ASSISTANT (Final 
Standard) required in busy office with 
interesting and varied general practice. 
Five-day week. Reply giving full par- 


ticulars, age and salary required, to 
Godman & Kay, FF.R.I.B.A., 13 North 
Parade, Horsham, Sussex. [6952 


A QUALIFIED ARCHITECTURAL 
ASSISTANT required immediately in 
Home Counties office. Successful appli- 
cant will have the opportunity of working 
on widely varying industrial, commercial 
and housing schemes. Five-day week. 
Write full particulars to Box 1621. [6956 
ASSISTANT ARCHITECT wanted for 
design and construction of important 
overseas university buildings (East 
Africa). Two year contract. Good salary, 
accommodation, prospects. Particulars to 
Hening & Chitty, 30 Percy Street, Lon- 
don, W.1 {6978 
A VACANCY occurs in the office of 
David Stern and Partners for each of 
the following posts: 
(a) Senior Assistant Architect 
£1,250) 
Applications are invited from suitably 
qualified Architects or men of Final 
RIBA standard who have completed 
several years of sound and varied office 
experience 
The successful applicant will be required 
to undertake a wide variety of work in- 
cluding multi-storey office, flats, fac- 
tories, shops and conversions. The work 
is of a progressive nature and appli- 
cants should possess a good sense of 
design allied to a sound knowledge of 
detailing and modern constructional 
methods. 
(b) Assistant Architect (£750-£1,000). 
Applicants should be post Intermediate 
RIBA standard with some office ex- 
perience, willing to accept responsibility 
and work on own initiative. Good pros- 
pects for early promotion to the senior 
grades. 
Five-day week and holidays by arrange- 
ment. 
To discuss joining us telephone HUNter 
0451 or write to 24 Gloucester Place, W.1. 
[6975 


(£950- 
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A VACANCY occurs in the West End 
Branch of large provincial Architectural 
Practice for an assistant at Intermediate 
standard. The post offers considerable 
scope on varied projects. Five-day week, 
Luncheon Vouchers. Write, giving par- 
ticulars of age, experience and salary 
required, to Box 1620. [6955 


RONALD WARD & PARTNERS invite 
applications from Architects, senior and 
junior. Long-term prospects. Scope for 
initiative and responsibility in interesting 
commercial, industrial and civic projects 
in British Isles, West Africa and 
Australia. Salaries commensurate with 
ability, Non-contributory Pension and 
Life Insurance schemes. Five-day week. 
Pleasant offices. Apply 29 Chesham 
Place, Belgrave Square, London, S.W.1. 
Tel: BELgravia 3361. {6971 


ASSISTANT ARCHITECTS required 
for staffing a new office opening in South- 
ampton for work on interesting pro- 
grammes for Universities, the War 
Department and Ecclesiastical projects. 
Juniors also required. 

Apply stating age, qualifications, ex- 
perience and salary required to Robert 
Potter, F.R.1.B.A.. and Richard Hare, 
B.Arch., A.R.I.B.A., of De Vaux House, 
Salisbury. [0337 


FELIX WALTER, FRIBA, requires 
assistants of post intermediate standard 
to fill responsible positions in expanding 
practice. Applicants must be competent 
draughtsmen with sound knowledge of 
construction and detailing, and keen 
interest in good design. Salary range 
£700-£850 according to ability and ex- 
perience. Phone HOLborn 0535, or write: 
4 Raymond Buildings, Gray’s Inn, Lon- 
don, W.C.1. [6980 
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Box Numbers « add two words plus \s for registration and forwarding replies which should be addressed 


c/o “The Architect & Building News,” 


Dorset House, Stamford Street, London, S.E.1. 


Semi-display - advertisements with centralized lines are charged at 25s per inch, and pro rata, minimum half inch. 


Press Day - Monday. 


SITUATIONS VACANT 


Remittances payable to Iliffe & Sons Ltd., Dorset House, Stamford Street, London, S.E.1. 


NO RESPONSIBILITY ACCEPTED FOR ERRORS 


BUILDING 


SERVICES OFFERED 


EXPERIENCED Builder's General Fore- 
man required. Apply G. E. Sargeantson 
& Son Ltd., 12 Kingsway, Scunthorpe. 
State age, experience and salary required, 
also three references will be needed. [6925 
IF YOU ARE YOUNG, eager for 
responsibility and not afraid of hard 
work, contact Mr. Williams at WATerloo 
5688. Good salary, Luncheon Vouchers 
and all the usual attractions. [6976 


BUSINESS AND PROPERTY 


EXPERIENCED BUILDER seeks con- 
trolling interest in medium size estab- 
lished firm of building and civil engi- 
neering contractors. London area. 
Advertiser has valuable contacts for 
new work. 
Adequate funds available. Replies, 
treated in strictest confidence, should be 
addressed in first instance to Messrs. 
Howell & Co., Certified Accountants, 
131 High Street, Teddington, Middlesex. 
[6970 


AXION BUILDING CONSTRUCTION 
CO. LTD. New factories, workshops, 
offices, extensions, conversions, repairs. 
Telephone any time Uxbridge 5410 or 
Hurstway 4989 [6943 


BUILDINGS FOR SALE 


SECOND-HAND _ Sectional Timber 
Buildings, 24ft x 12ft, £102; 30ft x 15ft, 
£138; 40ft x 18ft, £192; 60ft x 20ft, £302, 
floors extra, delivery included 100 miles. 
Also similar new buildings; lists. Uni- 


versal Supplies, Crabtree Manorway, 
Belvedere, Kent (Erith 32948). [0760 
SHOPFRONTS 


AXION BUILDING CONSTRUCTION 
CO. LTD. Shop and storefitters, new 
premises or repairs to existing. Telephone 
any time Uxbridge 5410 or Hurstway 
4989. [6944 


ARCHITECTURAL VISUAL 
PLANNING MODELS, prototype design 
and development. Exhibition stands and 
animated light displays. Consult: John 
Evans and Associates, East Gate House, 
Cheyne Walk, Northampton. (0351 


PERSPECTIVES BY “HOLDART”. An 
express inexpensive service offered by a 
group of perspective artists. Enquiries, 
“Holdart” Perspectives, Manor House, 
Holdenhurst, Bournemouth. [6901 


EDUCATIONAL 


GUARANTEED EXAMINATION 
COACHING for A.M.LC.E., R.1.B.A., 
R.LCS., LQS., I.Mun.E., L.Struct.E., etc. 
Courses in all aspects of Architecture, 
Building, Draughtsmanship, Surveying, 
Civil, Municipal, Structural and Sanitary 
Engineering. No books to buy. Write for 
Free Prospectus stating subject to: LC.S., 
Intertext House, Parkgate Road (Dept. 
518), London, S.W.11. [0 
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Miscellaneous 
Announcements 
WORK WANTED 


EXCAVATION sub-contracts, site de- 
velopment, overburden removal, clay 
getting, earth dam _ construction, etc. 
Technical staff available to analyse, 
programme and price complex projects. 
Particular attention given to finish and 
compaction. D.9, D.8, TD.18 and TD.14 
scrapers, excavators, loading shovels and 
lorries available with competent and 
imaginative supervision for execution of 
work. Also interested in overseas pro- 
jects calling for not exceeding 10,000yd 
per week output. Dick Hampton, Black- 
nest, Alton, Hants. Tel: Bentley 2003 
0 


STEELS IN MODERN INDUSTRY: 
A Comprehensive Survey by 29 Specialist 
Contributors. General Editor: W. E. 
Benbow. An invaluable guide for engi- 
neers, designers and draughtsmen, it 
specifies the steels best used in various 
engineering applications (bearing in mind 
the present need for economy), describes 
their general and special properties and 
characteristics and how they may be 
surface finished for anti-corrosive and 
other purposes. 42s net from all book- 
sellers. By post 43s 9d from The Pub- 
lishing Department, Dorset House, Stam- 
ford Street, London, S.E.1. 


GLASS REINFORCED PLASTICS. By 
Phillip Morgan. Many developments in 
the field of glass reinforced plastics have 
called for considerable changes in this 
important book—first published in 1954 
and already reprinted. The text has been 
largely rewritten and three new chapters 
have been added, thus bringing together 
all the latest information about the raw 
materials, fabrication techniques and 
specialized applications. This second 
edition is of the utmost importance not 
only to the plastics industry but to the 
many other industries which are making 
increasing use of glass reinforced plastics. 
45s net from all booksellers. By post 
46s 9d from The Publishing Department, 
Iliffe & Sons Ltd., Dorset House, Stam- 
ford Street, London, S.E.1. 


ERECTION OF CONSTRUCTIONAL 
STEELWORK. A text-book for junior 
site engineers and students. Published 
for the British Constructional Steelwork 
Association. Thomas Barron, A.M.I. 
Struct.E., A.M.Inst.W. A_ thoroughly 
practical text-book covering ‘every stage 
of operations in the erection of con- 
structional steelwork for buildings and 
bridges. The book, which is a com- 
panion volume to Constructional Steel- 
work Shop Practice, and supplementary 
to it, deals with survey; planning and 
organization of work on the site; costing 
and estimating; tools and tackle, and how 
to use them; riveting, welding and flame- 
cutting. A chapter is also included on 
Building Regulations. 15s net from all 
booksellers. By post 16s Id from Iliffe 
& Sons Ltd., Dorset House, Stamford 
Street, London, S.E.1. 


MATERIAL HANDLING IN WORKS 
STORES: The Fork-Lift Truck and Pallet 
System. Second edition. By L. J. 
Hoefkens. Shows how the use of fork- 
lift trucks and pallets in industrial stores 
can increase production, utilize floor 
space more effectively, help control of 
movement and reduce costs. Includes a 
description of a system actually operated 
in a modern factory. 18s net from all 
booksellers. By post 19s Od from The 
Publishing Department, Dorset House, 
Stamford Street, London, S.E.1. 


CURTAIN WALLING. With an intro- 
duction by Edward D. Mills, F.R.1.B.A. 
This booklet contains a reprint of an 
article from “The Architect & Building 
News” giving 16 examples of proprietary 
curtain walling systems, tabulated details 
of infilling panels, and names and ad- 
dresses of manufacturers and suppliers. 
In addition there are four examples of 
actual designs from English, American 
and German sources, together with their 
detail sheets. 2s 6d net from all book- 
sellers. By post 3s, from Iliffe & Sons 
Ltd., Dorset House, Stamford Street, 
London, S.E.1. 


PRODUCTION ENGINEERING: Prac- 
tical Methods of Production Planning 
and Control. By J. S. Murphy, A.LLA. 
This special book deals with factory 
organization, each separate item or func- 
tion being discussed in the order in which 
it arises in practice. The book provides 
experienced production engineers with 
an opportunity to compare different 
methods. Price 12s 6d net from all book- 
sellers. By post 13s Sd from The Publish- 
ing Department, Dorset House, Stamford 
Street, London, S.E.1. 


AVERAGE LINE 6 WORDS. 


CLASSIFIED ADVERTISEMENTS 


Use this Form for your Sales and Wants 


To “The Architect and Building News” Classified Advertisement Department, 
Dorset House, Stamford Street, London, S.E./. 


PLEASE INSERT THE ADVERTISEMENT INDICATED ON FORM BELOW 
@ RATE: 1/9 PER LINE—MINIMUM 3/6. 


Waterloo 3333 


SITUATIONS WANTED. NAME 
Special rate 6d. PER LINE—MINIMUM 1/6 
Name and address to be included in charge if used 
in advertisement. 
@ SEMI-DISPLAY—25/- PER INCH—MIN. HALFINCH. ADDRESS. 
@ BOX NUMBERS add 2 words Plus !/- 
@ PRESS DAY—Ist POST MONDAY. 
Cheques, etc., payable to Iliffe & Sons Ltd., and crossed & Co. 
@ See first page of miscellaneous section for further 
REMITTANCE VALUE... ENCLOSED 


Please write in block letters with ball pen or pencil. 


NUMBER OF INSERTIONS 


| : 


tit 


ZENCO 


PRECISION 
PLASTER 
ACOUSTIC TILE 


‘ 


PENGE 
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*% Reinforced throughout 
* Non-combustible 


* Infill of mineral wool 


* Dimensions: 


Tel.: SYDenham 8575 


* Backed with Aluminium foil 
24° x24" x1” 


COZENS VENTILATORS LTD. 


(ACOUSTICS DIVISION) 


LONDON, S.E.20 


MATERIAL HANDLING IN 


THE FORK-LIFT TRUCK AND PALLET SYSTEM 


* This unique book must be read by everyone concerned in any way with industrial storekeeping. Written by L. J. Hoefkens . . . lavishly illustrated 
- . .. with many new sections and useful reference material added . . . it demonstrates convincingly all the practical advantages of the fork-lift truck 
sand pallet system. 

2nd Edition 196pp. 18s. net. By post 19s. 
i Obtainable from booksellers. Published at DORSET HOUSE, STAMFORD STREET, LONDON, S.E.1 


WORKS STORES 


INDEX TO ADVERTISERS 


Official Notices, Tenders, Auctions, Lega! and Miscellaneous Appointments on pages 80 to 83 


Adshead Ratcliffe & Co. Ltd.. 

African Building Board Corpora- 
tion Lid 

Alcoa International, Inc.. 

Allied lronfounders Ltd.. 

Armstrong Cork Co. Lid 17 

Associated Metal Works (Glas- 
gow) Lid 

Association of Building Tech- 
nicians 

Atlas Asbestos Cement Co. Lid. 

Austins of East Ham Ltd. 


Banister, Walton & Co. Ltd. 
Barking Brassware Co. Ltd... 
Batley, E., Lid 
Bawn, W. B., & Co. Ltd.. 
Baxendale & Co. Lid. 
Bentone Burners (Gt. 
Ltd 
Bigwood, J., & Son Lid. 
Bilston Foundries Ltd. . 
Birmetals Ltd 
Black Sheathing Felt Campaign. 
Board Processors Lt 
Bowens (Refractories) Ltd.. 
Brierley, S. J. (Wilts) Ltd... 
Britannia Iron & Steel 
Ltd 


Britain) 


Works 


British Bitumen Emulsions Ltd. . 

British Plaster Board (Manufac- 
turing) Ltd., The ‘ 

British Plimber Ltd.. 

Broad & Co. Lid.. 

Bronco Ltd 

Brooks Ventilation Units Ltd. 

Burn Bros. (London) Ltd... 


Cable Strippers Ltd. . 78 
Canada, Government of 56 
Carron Co. ; 33 
Cascelloid 42 
Celotex Ltd. 63 
Cement Marketing Co. Lid.. The IBC 
Clyde Structural Iron Co. Lid 26 
Coal Utilisation Council 25 
Coburn Engineers Ltd 44 
Colt Ventilation Ltd 3 
Cozens Ventilators Lid a4 
Crane Lid 13 
Crapper, T., & Co. Ltd 73 
Crittall Manufacturing Co. Lid 
14 
Danaura Ltd 71 
Decorations Enterprise Lid 73 
Durasteel Ltd. 71 
Eclair Doors Ltd.. 54 
Econa Modern Products Lid 2 
Ellis, J., & Sons Ltd 23 
Elys of Wimbledon 74 
Evode Ltd... 10 
Flexaire Ltd.. 49 
Fordham Pressings Ltd 77 
Freeman, J., Sons & Co. Lid 19 
Gas Council, The OBC 
Gay, R., & Co. Ltd.. 61 
Gliksten Doors Ltd 32 
Grange-Camelon Iron Co. Lid 67 
Greenwood & Airvac Ventilating 
Co. Lid. nh] 
Gypsum Mines Ltd. . 32 


os G. A., & Co. (London) 
Ltd.. 


Haskins . 76 
Hope, Henry, & Son Lid.. : 59 
Hotchkiss Engineers Ltd... . . 71 
Hy-Rib Division, Truscon Ltd. 73 
1.B.M. United Kingdom Ltd.. 24 
Ideal Boilers & Radiators Ltd $3 
Imperial Aluminium Co. Ltd.. IFC 
Imperial Chemical Industries 
Ltd.. 

Ironite Co. Ltd., The 
Jablo Plastics Industries Ltd. 77 
Kaye, Joseph, & Sons Ltd. 8 
Kenyon, Wm., & Sons Ltd.. 46 
Kerner Greenwood & Co. Ltd. 71 
King, G. W., Ltd.. 48 
Knight, L. J., Lad... 78 
Lewis, F. J., Lt 78 
MacAndrews & Forbes Ltd 78 
Mather & Piatt Ltd. a 
Maxwell, Andrew 46 
Mullen & Lumsden , 71 
Northare Organisation, The 76 
Northern Polytechnic 73 
Partridge Wilson & Co. Ltd. 74 
Patent Glazing Conference, The 38/39 
Permanite Lid ws 66 
Pharaoh's Plywood Co. Ltd 40 
Philips Electrical Ltd... 35 


Pitch Fibre Pipes Association of 
Great Britain. a 

Plyglass Limited 

Plywood Manufacturers’ Associa- 
tion of British Columbia 

Precast Utilities (London) Ltd. 


Race, E., Ltd. 

Redpath Brown & Co. Lid 

Rely-A-Bell Burglar & Fire Alarm 
Co. Ltd. . 

Rhodes, Brydon & Youatt Lid 

Richardson & Starling Ltd.. 

Rubbarite Ltd... 


Sandlime Brick Mfrs. Assoc. Ltd. 
Seaboard Lumber Sales Co. Ltd. 
Secomastic Ltd........ 
Shopfitting Centre. . . 

Small & Parkes Ltd... 

Sound Control Ltd. 

Staedtler, J. S., Lid... 

Stainless Steel Sink Co. ‘Ltd., The 
Stic B Paint, Sales, Ltd 


Taylor, J. (Syston) Ltd. 

Templex Holdings Steel 
struction Co. Ltd.. 

Thorn, J., & Sons Ltd.. 

Timber Development Association 
Ltd., The 

Treetex Acoustics Ltd.. 

Truscon Ltd. 


Con- 


Venus Pencil Co. Ltd 
Vigers Bros. Lid... 


Watco (Sales) Ltd. 
Williams of Cardiff, J., Ltd.. 


Printed in Great Britain for the publishers, ILIFFE AND Sons Lip., 


Dorset House, London, 8.E.1, by THE CHAPEL RIVER PRESS, Andover, Hants. 
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FIRST FOLD HERE 


THE ARCHITECT & BUILDING NEWS 
READERS’ INFORMATION SERVICE 


Catalogues and further information relating 
to manufacturers’ products mentioned in the 
editorial columns or advertised in this issue 
will be forwarded if you fill in the sheet 
overleaf, fold, and post this prepaid form. 


FOLD HERE 


BUSINESS REPLY FOLDER 
ae Licence No. SE 591 


ILIFFE & SONS LTD., 


THE ARCHITECT & BUILDING NEWS 
Readers’ Information Service, 
DORSET HOUSE, 
STAMFORD STREET, 
LONDON, S.E.I. 


FOLD HERE 


HAVE YOU FILLED IN YOUR 
NAME AND ADDRESS? 


TUCK IN THIS END 


No postage 
Postage Stamp + 
will be 

posted in 

| Great Britain 
Licensee 
| Northern Ireland 
| | 
| | 
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catalogues or further information by a circle round the page number. 
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FOR 
BACKING COATS 
FOR 


COLOURED 
RENDERINGS 


AQUACRETE 


Water-repellent cement 


This ensures even and controlled suction 
and reduces variation in colour in the finishing coat. 


Aquacrete is Portland Cement with which Medusa water- 


proofing compound is intimately mixed during manufacture. 
It saves time mixing cement and waterproofing 
compound on the site and there is the assurance 


that the correct proportion of Medusa has been added 


is one of 
the Blue Circle 
aids for 


and uniformly distributed throughout the cement. 


AQUACRETE SHOULD BE USED FOR ALL RENDERINGS 
WHICH ARE TO BE WATER-REPELLENT, 


better building 


Write for further particulars to: 

THE CEMENT MARKETING CO. LTD., Portiand House, Tothill Street, London, $.W.1 
G. & T. Earle LIMITED, Hull. 

THE SOUTH WALES PORTLAND CEMENT & LIME CO. LTD., Penarth. Giam. 


: 
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... backed by MR. THERM who Burns to Serve health always... 


Essential to all concerned 
with the choosing and 
usage of gas appliances, 
and kitchen planning for 
commercial catering .. . 
The Gas Council's 
CATERING HAND- 
BOOK. Price 4/- 

a from your Area 
4\ rd. 

Gas Board 


021)! 


...in all ways. Today, the target is clean air, hot water in every 
home, hygienic kitchen surfaces—what of tomorrow? 
He will grow up with Mr. Therm, for each advance made 
by Architects and Builders will be helped by the 
unceasing research of the Gas Industry into even better 
and more economical means of providing warmth 
and comfort. Through the twelve Area Gas Boards, 
the Gas Industry offers an unrivalled free 
advisory service on fuel to all Architects and Builders. 
Write or ‘phone your problem to your Gas Boatd NOW 


ISSUED BY THE GAS COUNCIL 


| 
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